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Town  Officers  for  1 9 1 8- 1 9 1 9 


Moderator 

GRANVILLE  BACHELDER 
Town  Clerk 
CHARLES  E.  WHEELER 
Selectmen  Assessors  and  Overseers  of  the  Poor  . 
P.  G.  RIVERS  FRED  S.  SEAVEY 

FRED  H.  SMALLEY 

Treasurer 
H.  F.  KALLOCH 

Superintendent  of  Schools 
CHARLES  D.  NORTH  H.  C.  HULL 

School  Committee 
WILLIAM  RILEY  Term  Expires  1919 

CHARLES  E.  WHEELER  Term  Expires  1920 

MANFRED  HUMPHREY  Term  Expires  1921 

Board  of  Health 

WILLIAM  C.  HASTINGS  Term  Expires  1919 

FRED  S.  SEAVEY  Term  Expires  1920 

DR.  CHARLES  LEACH  Term  Expires  1921 

Collector  of  Taxes 
GRANVILLE  BACHELDER 
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Road  Commissioners 


NELSON  GARDINER 


F.  W.  PIERSON 


Auditor 

ALFRED  HOCKING 


Selectmen's  Appointments 
Constables 


G.  N.  BACHELDER 


W.  J.  HASTINGS 


Police  Officers 


GEORGE  BROWN 

CHARLES  BICKMORE 


WINSLOW  ROBINSON 
F.  W.  PIERSON 


CLARENCE  THOMPSON 


Surveyors  of  Lumber 


E.  E.  ALLEN 


ERNEST  RAWLEY 


GEORGE  BROWN       JOSEPH  ROBINSON 

Harbor  Master 
CHARLES  RAWLEY 

Master  of  Almshouse 
FRED  L.  KEENE 

Medical  Examiner  vf  Blind 

C  D.  NORTH,  M.  D.  C.  LEACH,  M.  D. 

Health  Officer 
DR.  C.  LEACH 
Dog  Killer 

G.  N.  BACHELDER 
Sealer  of  Weights  and  Measures 
R.  H.  SNOW  of  SOUTH  THOMASTON 
Election  Clerks 
JOHN  MONAGHAN  WESTON  WILEY 

LERMOND  SEAVEY  A.  J.  SMALLEY 


Town  Weigher 


P.  G.  RIVERS 


Selectmen's  Report 


Appropriations,  1918 


Miscellaneous  bills  and  officers' 

baiai ico, 

<£Q  AAA 

KJyJ 

Support  of  poor, 

1,000 

00 

Support  of  High  School, 

900 

00 

Janitor  and  fuel,  High  School, 

150 

00 

Text  books  for  High  School, 

150 

00 

Common  schools, 

2,500 

00 

Text  books,  common  schools, 

350 

00 

Insurance  and  appliances, 

100 

00 

School  repair  fund, 

500 

00 

Snow  account, 

500 

00 

Roads  and  bridges, 

1,200 

00 

State  highway  joint  fund, 

533 

00 

Maintenance, 

666 

00 

Repairs  on  poor  farm  buildings, 

500 

00 

Early  work  on  State  road, 

50 

00 

State  aid  dependents  of  soldiers 

> 

and  sailors, 

50 

00 

Mother's  aid, 

100 

00 

Town  bond, 

1,000 

00 

Interest  on  town  bond, 

690 

00 

Clark  Island  road  special, 

300 

00 

Port  Clyde  and  Glenmere, 

350 

00 

State  tax, 
County  tax, 


$14,589  00 
3,281  66 
789  62 
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Overlay,  32  33 


Total,  $18,692  61 


Valuation  April  19  1918 

Real  estate,  resident,  $301,002  00 

Real  estate,  non-resident,         155,310  00 

Personal  estate,  resident,  70,556  00 

Personal  estate,  non-  resident,     24,055  00 


Total  valuation,  $550,923  00 

Rate  of  taxation,  .031  on  a  dollar. 
Total  sum  raised  on  valuation,  $17,078  61 
Tax  on  538  polls  at  $3  each,         1,614  00 


$18,692  61 

Town  Orders  Drawn  1918-1919 


Mrs.  Melvin  H.  Jones,  state  aid,  drafted  men  $28  00 


Mrs.  Beatrice  M.  Wallace,  State  Aid,  11  00 

Miss  Winnie  M.  Grant,  supplies  Annie  Flood,  5  00 

Mrs.  Rebecca  Hawkins,  state  aid,  16  00 

Calvin  H.  Smith,  state  aid,  6  00 

Mrs.  Harold  L.  Mason,  state  aid,  35  00 

Alfred  C.  Hocking,  Auditor  1917  acct.,  6  00 

Mrs.  Beatrice  M.  Wallace,  state  aid,  11  00 

Mrs.  William  Imlach,  state  aid,  50  86 

H.  G.  Simmons,  fire  warden,  Port  Clyde,  1917,  10  00 

Fred  S.  Seavey,  printing  town  warrants,  etc.,  4  50 
H.  Wo  Rhoades,  attending  funeral  service, 

Amanda  Teel,  4  50 
Albert  D.  Davis,  funeral  expenses,  Amanda 

Teel,  55  00 
N.  A.  &  S.  H.  Burpee  burial  expenses,  Stephen 

Flood,  35  00 

J.  A.  Ewell,  supplies  Amanda  Teel,  2  86 
Maria  Hankonen,  board  of  children  Jan.  and 

Feb.  1918,  20  00 
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New  England  Tel.  and  Tel.  Co.,  1  12 

W.  T.  Hocking,  trip  to  Rockland,  2  50 

Calvin  Smith,  State  Aid,  4  50 

Beatrice  Wallace,  State  Aid,  11  00 
Addie  J.  Kelse,  State  Aid,    Sept    25,  to 

Dec.  8,  1917,  42  27 

Rebecca  Hawkins,  State  Aid,  16  00 

Mrs.  Melvin  H.  Jones,  State  Aid,  16  00 

L.  R.  A.  Whitehouse,  paid  Edward  C.  Payson,  14  18 
Mrs.  Eunice  Burdick,  boarding  Pikkarainen 

children,  114  37 

A.  M.  Smalley,  suit  paid  Gilford  B.  Butler,  180  00 

W.  J.  Hastings,  posting  notices,  3  00 
Mrs.  Annie  Smith,  rent  Mrs.  Maninen  1917-18    77  00 

Fred  L.  Keene,  clothing  for  Eleanor  Matson,  20  00 

Fred  L.  Keene,  1-4  salary  at  Almshouse,  75  00 

Calvin  Smith,  State  Aid,  6  00 

Maria  Honken,  children,  10  00 

Loring,  Short  &  Harmon,  books,  etc.,  23  85 

Vinalhaven,  supplies  Wiley  family,  141  10 

W.  M.  Grant,  stores  for  Annie  Flood,  15  00 

Rebecca  Hawkins,  State  Aid,  16  00 

Mrs.  Harold  Mason,  State  Aid,  40  86 

Mrs.  Melvin  Jones,  State  Aid,  16  00 

Loring  Short  &  Harmon,  books,  1  10 

H.  K.  Allen,  fitting  wood  for  town  office,  2  75 

Fred  L.  Keene,  caring  for  Amanda  Teel,  36  05 

Beatrice  Wallace,  State  Aid,  38  50 

Thomas  enrollment  book,  4  00 

Mrs.  Wm.  Imlack,  State  Aid,  40  00 

Fred  L.  Keene,  supplies  for  Almshouse,  22  24 

A.  M.  Smalley,  case  paid  Butler  &  Littlefield,  55  90 

Knox  Publishing  Co.,  town  reports,  115  50 

H.  W.  Rhoades,  reporting  marriages,  2  00 

Calvin  Smith,  State  Aid,  6  00 

Mrs.  Pearl  Spencer  King,  State  Aid,  22  00 

W.  J.  Hastings,  Board  of  Health,  2  00 

Joe  Jones,  burying  Amanda  Teel,  5  00 

Rebecca  Hawkins,  State  Aid,  16  00 

Beatrice  Wallace,  State  Aid,  5  50 

Charles  E.  Wheeler,  supplies  for  E.  S.  Alley,  25  27 
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A.  M.  Smalley,  supplies  for  Almshouse,            9  31 

Emma  Smalley,  telephone,                                1  90 

Fred  L.  Keene,  clothing  for  poor,                    25  71 

Mrs.  Melvin  Jones,  State  Aid,                          24  00 

Mrs.  Harold  Mason,  State  Aid,                      27  50 

G.  A.  Hilt,  cutting  logs  Poor  Farm  Bldg.,  4  90 
Fred  Smalley  1-4  salary,  37  50 
W.  H.  Glover,  door  and  frame  Poor  Farm  Bldg.,  6  75 
Whitney  &  Brackett,  fumigating  candles,  29  25 
Calvin  H.  Smith,  State  Aid,  11  75 
Rebecca  Hawkins,  State  Aid,                          16  01 

H.  F.  Kalloch,  Frank  Shoales  bill,  44  48 
City  of  Rockland,  Clarence  Allen  bill,  10  50 
Beatrice  Wallace,  State  Aid,  27  50 
J.  A.  Ewell,  supplies  for  Almshouse,  174  19 
Robert  Wood,  preventing  spread  of  fire  Dist  2,  3  00 
Mrs.  Harold  Mason,  State  Aid,  33  78 
Beatrice  Wallace,  State  Aid,  15  71 
Rebecca  Hawkin,  State  Aid,  11  43 
Mrs.  Melvin  Jones,  State  Aid,                           19  43 

E.  A.  Sargent,  labor  at  Poor  Farm,  34  50 
City  of  Portland,  burial  Ina  Matson,  49  58 
C.  H.  Leach,  Med.  aid  Johnson  children,            31  25 

F.  L.  Keene,  paid  for  repairs  at  Almshouse,  7  00 
Frank  Kerswell,  labor  Poor  Farm  Bldgs.,  14  24 
A.  J.  Smalley,  election  clerk  primary  election,  2  50 
J.  Morris,  Sr.,  watering  tub,  3  00 
Maria  Honkonen,  board  Johnson  children,  30  00 
H.  H.  Crie,  police  badges,  5  10 
J.  A.  Ewell,  supplies  Andrew  Johnson,  5  60 
Whitney  &  Brackett,  supplies  Board  of  Health,  5  00 
C.  E.  Bicknell,  lumber  for  Poor  Farm  Bldg.,  57  70 
N.  E.  Telephone  Co.,  30 

G.  N.  Bachelder,  posting  notices,  moderator  and 

tax  bills,  25  50 
G.  N.  Bachelder,  commission  on  taxes  collected 

July  1,  237  76 
G.  N.  Bachelder,  discount  on  taxes  collected  July 

1,                                                             237  76 

Mrs.  Vedie  Maker,  Mothers  Aid,                       27  07 

Mrs.  Annie  Flood,  Mothers  Aid,                        42  53 
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Robinson  Lumber  Co.,  sawing  lumber  for  Poor 


Farm,  67  66 

Mrs.  Wm.  Imlach,  State  Aid,  12  57 

A.  F.  Elwell,  supplies  Annie  Flood,  24  49 
Mrs.  Eunice  Burdick,  caring  for  Piccaanen 

children,  117  36 

J.  W.  Hupper,  fertilizer,  Poor  Farm,  12  00 

Mrs.  Rebecca  Hawkins,  State  Aid,  16  00 

Mrs.  Wm.  Imlach,  State  Aid,  16  00 

W.  E.  Sheerer,  telegram  Amanda  Teel  acct.,  87 

H.  F.  Kalloch  &  Co.,  supplies  Poor  Farm  Bldg.,  21  75 

City  of  Rockland,  supplies  Everett  Allen,  12  00 

Mrs.  Grant,  Mothers  Aid,'  70  73 

Knox  General  Hospital,  Fannie  Johnson,  161  00 

Loring  Short  &  Harmon,  check  lists,  90 

Mrs.  F.  E.  Kerswell,  furniture  for  Almshouse,  16  15 

Franklin  Trussell,  error  in  tax,  1  54 

Fred  Smalley,  acting  as  Board  of  Health,  2  00 

Fred  Smalley,  auto  service,  3  00 

Maria  Honkener,  board  and  care  of  children  10  00 

Isaiah  Balano,  storing  road  machine,  3  00 

Beatrice  Rawley,  State  Aid,  22  00 

Mrs.  Herbert  Hawkins,  State  Aid,  16  00 

A.  M.  Smalley,  supplies  for  Poor  Farm,  16  91 

Mrs.  Harold  Mason,  State  Aid  June  30  to  July  29  22  00 

New  England  Tel.  Co.,  50 

Fred  L.  Keene,  supplies  for  Poor  Farm,  55  04 

Fred  L.  Keene,  1-4  salary  ending  July  31,  75  00 

Mrs.  Herbert  Hawkins,  State  Aid  to  Sept.  2,  20  00 

Mrs.  Rebecca  Hawkins,  State  Aid  to  Sept.  2,  20  00 

Frank  Kerswell,  labor  on  Poor  Farm  Bldg.,  163  90 

Children  Home  Society,  Elenora  Matson,  16  42 

Mrs.  James  Smith,  rent  Mrs.  Manniner,  15  00 

Robinson  Lumber  Co.,  lumber  for  Poor  Farm,  42  94 

Robinson  Lumber  Co.,  fertilizer  for  Poor  Farm,  6  20 

Beatrice  Wallace,  State  Aid,  27  50 

Calvin  Smith,  State  Aid,  13  50 

P.  G.  Rivers,  part  salary  as  Selectman  1918,  100  00 

Mrs.  Pearl  Spencer  King,  State  Aid,  95  86 

J.  A.  Ewell,  material  for  town  buildings,  23  85 

J.  A.  Ewell,  supplies  for  Almshouse,  179  97 
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Mrs.  Harold  L.  Mason,  State  Aid,  27  50 

Mrs.  Annie  Flood,  Mothers  Aid,  48  00 

Mrs.  Vedie  Maker,  Mothers  Aid,  44  00 

Weston  H.  Wiley,  election  clerk,  primary  and 

State,  5  50 

A.  J.  Smalley,  election  clerk,  Sept.  election,  3  00 
J.  K.  Monaghan,  election  clerk,  5  50 

Mrs.  Herbert  Hawkins,  State  Aid,  16  00 

Mrs.  Rebecca  Hawkins,  State  Aid,  16  00 

Mrs.  Etta  Rawley,  State  Aid,  6  00 

Mrs.  Abbie  Slingsby,  Mothers  Aid,  51  33 

Mrs.  Vedie  Maker,  Mothers  Aid,  22  00 

Mrs.  Annie  Flood,  Mothers  Aid,  26  00 

Mrs.  Eunice  Burdick,  board  Pikkarainen  child- 
ren, 114  15 
Mrs.  Beatrice  Wallace,  State  Aid,  22  00 
J.  A.  Ewell,  supplies  Edwin  S.  Alley,  1  50 
J.  A.  Ewell,  supplies  Andrew  Johnson,  10  55 
C.  H.  Leach,  attendance  on  Fannie  Johnson,  6  75 
Mrs.  Wm.  Imlack,  State  Aid,  36  00 
Mrs.  Harold  Mason,  State  Aid,  22  00 
J.  A.  Ewell,  supplies  for  Almshouse,  224  86 
Fred  H.  Smalley,  1-4  salary  as  Selectman,  37  50 
Oscar  &  Maria  Honkonen,  support  of  children,  20  00 
A.  M.  Smalley,  supplies  for  Almshouse,  9  95 
Mrs.  Herbert  Hawkins,  State  Aid,  16  00 
Mrs.  Rebecca  Hawkins,  State  Aid,  16  00 
Mrs.  Abbie  Slingsby,  Mothers  Aid,  22  00 
Mrs.  Beatrice  Wallace,  State  Aid,  22  00 
City  of  Rockland,  Mothers  Aid  Mrs.  Grant,  22  00 
Harry  C.  Hull,  salary  Superintendent  of  schools, 50  00 
Harry  C.  Hull,  salary  Superintendent  of  schools,  43  75 
Etta  Rawley,  State  Aid  Calvin  Smith,  6  00 
Fred  L.  Keene,  supplies  for  Almshouse,  47  70 
Fred  L.  Keene,  1-4  salary  for  Almshouse  keeper,  75  00 
Mrs.  Harold  Mason,  State  Aid,  22  00 
Wm.  J.  Hastings,  Board  of  Health  $5.00,  Fire 

Warden  $10.00,  15  00 

Wm.  J.  Hastings,  posting  notices,  3  00 

Mrs.  Annie  Flood,  Mothers  Aid,  26  00 

Mrs.  Herbert  Hawkins,  State  Aid,  16  00 
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Mrs.  Rebecca  Hawkins,  State  Aid,  16  00 

H.  C.  Hull,  Superintendent  for  Nov.,  20  84 

Mrs.  Etta  Rawley,  State  Aid  Calvin  Smith,       6  00 

Mrs.  Beatrice  Wallace,  State  Aid,  22  00 

Mrs.  Harold  Mason,  State  Aid,  22  00 

Mrs.  Alteverde  Hall,  State  Aid,  26  29 

Fred  L.  Keene,  supplies  for  poor,  3  25 

Mrs.  Imlack,  State  Aid,  53  14 

Etta  Rawley,  State  Aid,  7  93 

Mrs.  Herbert  Hawkins,  State  Aid,  28  43 

Mrs.  Rebecca  Hawkins,  State  Aid,  21  14 

Wm.  J.  Hastings,  Truant  Officer,  4  00 

Mrs.  Eunice  Burdick,  care  of  Pikkarainen 

children,  120  00 

Mr.  and  Mrs.  Honkonen,  caring  for  Johnson 

children,  30  00 

Mrs.  Beatrice  Wallace,  State  Aid,  29  07 

Mrs.  Annie  Flood,  Mothers  Aid,  52  00 

Mrs.  Vedie  Maker,  Mothers  Aid,  66  00 

Mrs.  Abbie  Slingsby,  Mothers  Aid,  44  00 

J.  A.  Ewell,  supplies  Andrew    Johnson  and 

E.  S.  Alley,  3  85 

City  of  Rockland,  Mothers  Aid  Lottie  Grant,  21  22 
Childrens  Home  Society,  Board  of  Eleanora 

Matson,  44  00 

Mrs.  Harold  Mason,  State  Aid,  29  07 

H.  C.  Hull,  salary  for  Dec,  Superintendent,  20  84 
Fred  S.  Seavey,  transportation  Mrs.  Arnt,  Mr. 

Alley  and  Town  Officers,  20  25 

Fred  S.  Seavey,  transportation  Johnson  girl  to 

and  from  Rockland,  10  00 
J.  W.  Hupper.  over  taxed  on  bank  stock,  5  73 
Mrs.  Alteverde  Hall,  State  Aid,  16  00 
H.  C.  Hull,  salary  for  January  as  Superintend- 
ent, 20  84 
Mrs.  Melvin  Jones,  State  Aid,  105  14 
Town  of  Vinalhaven,  supplies  for  Wiley  famil- 

ly,  192  28 

H.  F.  Kallock,  office  supplies  $1.25,  Soda  for  fire 

Engine,  $3.29,  4  49 
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C.  E.  Wheeler,  salary  Town    Clerk,  records 


and  permits,  61  40 

C.  E.  Wheeler,  supplies  Edwin  S.  Alley,  15  18 

Fred  L.  Keene,  salary  and  reimbursements,  89  55 

Fred  L.  Keene,  supplies  for  Almshouse,  37  16 


John  Morris,  Sr.,  rent  Mrs.  Erickson  9  months,  34  50 
C.  H.  Leach,  salary  services  as  Board  of  Health, 
$5.00,  Medical  attendance  Mr.  Maninen  Paup- 
er acct,  $7.50,  Reporting  births  and  deaths, 


$8.50,  21  00 

H.  F.  Kalloch,  salafy  and  postage,  86  75 

H.  G.  Simmons,  fire  warden,  10  00 

Albert  Seavey,  auto  service,  4  00 
J.  A.  Ewell,  supplies  furnished  Poor  Farm,  197  58 
Fred  H.  Smalley,  Bal.  salary  as  Selectman,     75  00 

Fred  S.  Seavey,  salary  as  Selectman,  150  00 

Paul  G.  Rivers,  Bal.  salary  as  Selectman,  100  00 

John  Ojala,  furnishing  watering  tubs,  6  00 

Fred  Humphrey,  salary  School  Board,  7  00 

G.  N.  Bachelder,  abatements  1916,  3  00 

G.  N.  Bachelder,  abatements  1917,  19  20 

Commission  5  62 

Abatement  Town  property,  4  70 

Abatement  on  taxes,  274  03 

Commission  on  1918  taxes,  217  09 


$8,069  51 

Repairs  on  Poor  Farm  Buildings 

By  appropriation,  $500  00 

Expended,  $462  54 

Unexpended,  37  46 


$500  00      $500  00 
State  Pauper  Acct. 

Received  from  State,  $839  28 
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Due  from  State,  204  30 

Expended,  $783  58 

Board  A.  Johnson,  260  00 


$1,043  58  $1,043  5S 

Support  of  Poor  in  Almshouse 

Produce  from  farm,  $293  36 

Board  of  A.  Johnson  260  00 

Balance,  435  40 
Expended,                               -    $988  76 


$988  76  $988  76; 

Support  of  Poor  out  <of  Towtt 

City  of  Rockland,  C.  E.  Allen,  $22  50 

Town  of  Vinalhaven,  Wm.  Wiley,  333  38 

Children's  Home  Society,  60  42 


$416  30 

Poor  Acct.  in  Town  Outside  Almshouse 

Mrs.  Flood  paid  W.  Grant,  $  5  00 
Mrs.  Maninen  rent  paid  Mrs.  Smith,  77  00 
Mrs.  Flood,  paid  W.  Grant,  15  00 

Edwin  S.  Alley  paid  C.  E.  Wheeler,  25  27 
Mrs.  Flood,  paid  A.  F.  Elwell,  24  49 
Mrs.  Maninen  rent,  paid  Mrs.  Smith,  15  00 
E.  S.  Alley  rent,  paid  C.  E.  Wheeler,  15  18 
Mrs.  Erickson,  rent  paid  John 

Morris  Sr.,  34  50 

Mrs.  Maninen  child  paid  C.  A.  Leach,  7  50 


$218  94 


5~<-*C  Mothers  Aid 

Appropriation,  ycC  $100  00 

Received  from  State,  235  Y76 

Balance  paid  by  town,  227  42 

Expended,  $562  88 


$562  88      $562  88 

State  Aid  for  Dependents  of  Soldiers  and  Sailors 

By  appropriation,  $     50  00 

By  received  from  State,  1,802  22 

Due  from  State,  16  00 

Balance  due  Jan.  1,  1918,  $268  15 

Expended  1918,  1,550  07 

Balance,  50  00 


$1,868  22   $1,868  22 


Amanda  Teel  Acct. 

Balance  due  Jan.  1,  1918,  $75  45 

Cash  from  bank,  $36  59 

Balance  by  J.  P.  Teel,  38  86 


Orders  paid,  $75  45       $75  45 

Miscellaneous  Bills  and  Officers  Salaries 

By  appropriation,  $3,000  00 

By  from  City  of  Rockland,  81  07 

Expended,  $3,086  44 


$3,086  44  $3,081  07 
Overdrawn  $5  37 

Summary  of  Poor  Account 

State  Poor  account  expended,  $783  58 
Support  of  poor  in  Almshouse,  988  76 
Support  of  poor  in  town,  218  94 
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Support  of  poor  out  of  town,  416  30 
Support  Mothers  Aid, 

Expended,  562  88 

By  received  from  State,  $839  28 

By  due  from  State,  204  30 

By  produce  from  farm,  293  36 

Received  from  State  Mothers  Aid,  235  46' 

B,y  appropriation,  1,000  00 

By  appropriation  Mothers  Aid,  100  00 

Overdrawn,  298  06 


$2,970  46  $2,970  46 

Inmates  at  Almshouse 

Haulsie  Harrington,  age  83  years. 
Andrew  Johnson,  age  72  years. 
Edwin  S.  Alley,  age  74  years. 
Admitted  during  the  year,  1. 
Died  during  the  year,  1. 

Inventory  of  Stock,  Etc.,  at  Po-or  Farm 

27  bushels  of  potatoes,  15  bushels  of  turnips,  4  bush- 
els of  beets,  2  bushels  of  carrots,  1  bushel  of  parsnips, 
2  bushels  beans,  75  lbs.  dry  fish,  12  lbs.  butter,  38  lbs. 
fresh  pork,  1-2  barrel  salt  pork,  4  tons  of  hay. 

Stock  on  Farm 

2  cows,  1  heifer,  2  pigs,  25  hens,  20  cords  of 
wood. 

Licenses  Granted 

Charles  E.  Wheeler,  pool  table, 
John  Brennan,  2  weir  licenses, 
Hiram  Andrews,  1  weir  license, 
Eugene  &  Henry  RadclifC,  weir 

license, 
Paid  treasurer, 


$10  00 
10  00 
5  00 

5  00 

$30  00 


$30  00       $30  00 
Lumber  sold  H.  P.  Kalloch,  $28  00 

Paid  treasurer,  $28  00 


IB 


Property  owned  by  Town 

Wilhelmma  Holf  house  lot,  Dist.  3. 
Stephen  Johns,  1-2  acre  of  land,  Dist.  3, 


Summary  of  Orders  Drawn 


Town  orders,  $8,069 

51 

School  orders, 

8,188 

04 

Summer  orders, 

3,740 

12 

Winter  road  orders, 

201 

19 

Outstanding  school  orders  1918, 

27 

05 

Outstanding  school  orders  1918, 

5 

73 

Outstanding  town  orders  1917, 

12 

80^ 

Outstanding  school  orders  1917, 

6 

42 

Outstanding  Summer  road  1917, 

60  ' 

Amount  of  Town  Bonds  Brawn 


Franklin  Trussell,  $500  00 

G.  W.  Rawley  estate,  400  00 

A.  H.  Andrews,  $100  00 
By  appropriation,  $1,000  00 


$1,000  00  $1,000  00 


Interest  on  Bonds 


Franklin  Trussell,  $340  00 

G.  W.  Rawley  estate,  208  00 

D.  W.  Giles,  36  00 

P.  G.  Rivers,  40  00 

L.  L.  Watson,  40  00 

A.  H.  Andrews,  16  00 

A.  H.  Andrews,  due  1917,  10  00 
By  appropriation,  $690  00 


$690  00       $690  00 
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Common  School  Acct. 


By  appropriation,  $2,500  00 

By  appropriation  Text  Books,  350  00 

By  appropriation  repairs,  500  00 

By  appropriation  apparatus  and  appliances,  100  00 
By  received  from  State,  2,740  97  / 

By  overdrawn,  39  24 

Teaching,  $4,564  00 

Fuel  and  Janitor,  984  57 

Conveyance,  160  00 

Text  Books,  69  12 

Repairs,  329  31 

Appliances,  118  21 


$6,225  21  $6,225  21 

High  School  , 

By  appropriation,                           A,  $900  00 

By  Janitor  and  fuel,              1  \  J*/  P  150  00 


By  text  books,  \  y  V             150  00 

By  received  from  State,  v  A                500  00 

Overdraft,  v                  262  83 

Teaching,  .  $7,451  48 

Fuel  and  Janitor,  399  08   

Text  books,  60  53 

Repairs,  14  00 

Apparatus  and  Appliances,  37  76 


$1,962  83  $1,962  83 


Account  with  Frank  Shoales 

By  received  from  the  City  of  Rockland,  $81  07 

Paid  H.  F.  Kalloch,  $44  88 

E.  Payson  Whitehouse  bill,  14  18 

A.  M.  Smalley  1916,  22  01 


$81  07         $81  07 
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Common  School  Acct.  with  State 


Overdrawn  1917, 

Teaching, 

Fuel  and  janitor, 

Conveyance, 

By  appropriation, 

By  received  from  State, 

Overdrawn  1917  and  1918, 


$    840  00 
$4,564  00 
984  57 
160  00 


/  2  °1  u 


$2500  00 
2,740  97 
1,307  60 


^  7 


3£  3  m  rr 


6,548  57  $6,548  57 

t  W 


i  3 


4^> 


Delinquent  Tax  Payers 


1913 


±jieweiyn  omaney, 

9  A 

Q 
O 

00 

iyi4 

Llewelyn  Smalley, 

$5 

20 

Will  Sheldon, 

3 

00 

Joe  Marshall, 

5 

00 

Joseph  Allen, 

3 

00 

Walter  Proctor, 

2 

00 

1915 

Arvid  Mackala, 

$3 

00 

Ollie  Pickering, 

3 

00 

John  Johnson, 

3 

00 

A.  Nickelson, 

3 

00 

John  Lathley, 

3 

00 

John  Hill, 

3 

00 

John  Lane,  No.  1, 

3 

00 

Chas.  Anderson,  No.  2, 

3 

00 

Joseph  Kallio, 

3 

00 

James  Kent, 

;  3 

00 

Oscar  Karlson, 

3 

00 

Elmer  Karlson, 

3 

00 

$18  20 
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John  Dohlgren, 

3  00 

Audrey  Dowie, 

3  00 

Gus  Frederickson, 

3  00 

Alfred  Hasty, 

3  00 

James  Helps, 

3  00 

Olaf  Johnson, 

3  00 

Amil  Johnson, 

3  00 

John  Leith, 

3  00 

John  Louma, 

3  00 

Karl  Malstrom, 

3  00 

Alex  Morgan, 

3  00 

James  Olson, 

3  00 

Karl  Olson, 

3  00 

Amel  Sai, 

3  00 

John  Sarkoist, 

3  00 

Peter  Summerson, 

3  00 

David  Wilson, 

3  00 

Arthur  Willey, 

3  00 

Chas.  Walters, 

3  00 

Joseph  Clark, 

3  00 

Wilbur  Allen, 

3  00 

Swan  Nystrom, 

3  00 

Matt  Johnson,  No.  5, 

3  00 

Julius  Gombol, 

3  00 

O  \J\J 

Alex  Lawson, 

3  00 

Will  Sheldon, 

3  00 

Chas.  Stein, 

3  00 

Olando  Allen, 

3  00 

1916 

Lausi  Snovi, 

$3  00 

Alex  Nelson, 

3  00 

C.  0.  Nelson, 

3  00 

Jalmer  Nelson, 

3  00 

Oscar  Linden, 

3  00 

Krute  Peterson, 

3  00 

William  Woodbine, 

3  00 

Albion  Karpinen, 

3  00 

$126  00 
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Waeford  Bergstrom, 

3 

00 

William  Erickson  No.  2, 

3 

00 

A.  Hobnkoistt, 

3 

00 

Walter  Maino, 

3 

00 

Emil  Tanberg, 

3 

00 

Augus  Antonen, 

3 

00 

John  Haber, 

3 

00 

John  Luke, 

3 

00 

Topias  Mackinen, 

3 

00 

Anderson,  Matson, 

3 

00 

John  Matson  No.  1, 

3 

00 

Chas  Honpai, 

3 

00 

Mat  Jokala, 

3 

00 

John  Matson  No.  2, 

3 

00 

David  Hill, 

3 

00 

Otto  Rajala, 

3 

00 

Ristyion  Ikonsit, 

3 

00 

Andrew  Halliokoski, 

3 

00 

Chas.  Hamalin, 

3 

00 

Henry  Hill  No.  2, 

3 

00 

Crute  Hilstrom, 

3 

00 

Alma  Kallio, 

3 

00 

J.  S.  Laughlin, 

6 

50 

H.  K.  Willey, 

2 

26 

J.  Arthur  Laughlin, 

3 

70 

Iradel  Teel, 

2 

00 

Lew  Taylor, 

5 

80 

F.  S.  Stone, 

5 

80 

Willie  Nash, 

4 

73 

Ed  Delano, 

4 

40 

Joel  Barter, 

5 

30 

Wilbur  Allen, 

3 

00 

Joe  Allen, 

3 

00 

Andrew  Bergstine, 

3 

00 

Chas  Elgland, 

3 

00 

Willie  Goose, 

3 

00 

Nicholas  Hakkala, 

3 

00 

Henry  Hill, 

3 

00 

Edwin  Hilstrom, 

3 

00 

Augusta  Johnson, 

3 

00 

Barro  Korr, 

3 

00 
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Wilton  Lingren, 
Oscar  Linden, 
Amil  Mantyl, 
Segunt  Olson, 
Oscar  Swanson, 
Augusta  Wilson, 
Sivan  Mystrom, 
Swan  Karlson, 
Owen  Chaples, 
George  Freeman, 
Ardie  Johnson, 
Gus  Swanson, 


Matt  Roltrine, 
Eno  Hoppinen, 
Topias  Mackinen, 
Matt  Kilpi, 
Iva  Saino, 
Emil  Mackinen, 
Matt  Joki, 
Vainaio  Erickson, 
Ivan  Anderson, 
Emil  Bergknist, 
Victor  Bloomberg, 
Larry  Brown, 
James  Christie, 
Gus  Frederickson, 
John  Hendrickson 
Alex  Holdgerson, 
Knut  Hillstrom, 
Augusta  Kalb, 
Barro  Kow, 
Otto  Lampi, 
Gus  Lofgrew, 
Louie  Matson, 
John  Lukka, 
Gus  Nelson, 
Alex  Mitchell, 
Frank  Olson, 
John  Olson, 


3  00 
3  00 
3  00 
3  00 
3  00 
3  00 
3  00 
3  00 
7  04 
3  00 
3  00 
3  00 

  $200  53 

1917 

3  00 
3  00 
3  00 
3  00 

3  00 

4  00 
3  00 
3  00 
3  00 
3  00 
3  00 
3  00 
3  00 
3  00 

No.  2,  3  00 

3  00 
3  00 
3  00 
3  00 
3  00 
3  00 
3  00 
3  00 

3  00  1 
3  00 
3  00 
3  00 
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John  Oberg, 

3  00 

Henry  Patterson, 

3  00 

Gus  Sonberg, 

3  00 

E.  Sonberg, 

3  00 

Paul  Shert, 

3  00 

Erick  Sironen, 

3  00 

Carl  Swanson, 

3  00 

Toma  Taumchire, 

3  00 

Albion  Korpinen, 

3  00 

J.  Arthur  Laughlin, 

3  00 

Frank  Blake, 

3  00 

Walter  Teel, 

3  00 

Lew  Taylor, 

6  40 

Chas.  Tracy, 

3*  00 

Arthur  Francis, 

3  00 

Ed  Marshall, 

3  90 

Chas.  Walters, 

3  00 

Mell  Jones, 

4  70 

Will  Pease, 

1  10 

Joel  Barter, 

8  50 

Chas.  Anderson, 

3  00 

Albert  Bott, 

3  00 

John  Carlson, 

3  00 

Nicholas  Hakkala,    •  , 

3  00 

Gus  Johnson, 

3  00 

Kusti  Johnson, 

3  00 

Onnie  Korpinen, 

3  00 

John  Louma, 

3  00 

Laura  Lourma, 

3  00 

Ona  Passinen, 

4  00 

Albert  Feek, 

3  00 

Ardie  Johnson, 

3  00 

Ernest,  Johnson, 

7  30 

Clarence  Allen, 

90 

Fairfield  Moore, 

4  70 

Sanford  Maker, 

6  40 

Allen  Gardner, 

1  28 

Freeman  Leavitt, 

6  40 

Alex  Humphrey, 

3  00 

Walter  Proctor, 

3  00 

$221  58 


23 
1918 


David  Manninen, 

$3 

00 

Chas.  Rein, 

3 

00 

Chas.  Anderson, 

3 

00 

Olaf  Backstrom, 

3 

00 

Victor  Bloomberg, 

3 

00 

A.  Karlson, 

3 

00 

Barney  Johnson, 

3 

00 

Eino  Johnson, 

3 

00 

Otto  Lampi, 

3 

00 

Julius  Leppanen, 

3 

00 

Gus  Lingren, 

3 

00 

Louie  Matson, 

3 

00 

Erland  Mackinen, 

3 

00 

Carl  E.  Nelson, 

3 

00 

Hyalmar  Nelson, 

3 

00 

Karl  Nelson, 

3 

00 

Frank  Olson, 

3 

00 

John  Oberg, 

3 

00 

Hyalmar  Peterson, 

3 

00 

Gus  Sanberg, 

3 

00 

Erick  Seronen, 

3 

00 

Ernest  Tonburg, 

3 

00 

Kempster  Hocking, 

3 

00 

Knute  Sanberg, 

3 

00 

Matt  Anderson, 

3 

90 

Geo.  Robbins, 

10 

00 

Edward  Murray, 

8 

60 

Lester  Willey, 

5 

30 

Millard  Robbins, 

3 

00 

W.  E.  Harris, 

3 

00 

Mark  Stone, 

3 

00 

Walter  Teel, 

3 

00 

Willie  Nash, 

4 

60 

Andrew  Breen, 

3 

00 

Chas.  Tracy, 

3 

00 

John  Leach, 

3 

00 

J.  S.  Randlett, 

4 

70 

W.  Pease, 

3 

80 

James  Barter, 

3 

10 
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Robert  Scott  Jr., 
Joel  Barter, 
Wilbur  Allen, 
E.  0.  Crouse, 
Nicholas  Hakkala, 
Hendrick  Johnson, 
Albion  Korpinen, 
Chas.  McLeod, 
Ernest  Harrington, 
Ardie  Johnson, 
Edward  Staples, 
Henry  Davis, 
Raymond  Rackliffe, 
Allen  Gardner, 
Willie  Long, 
Stephen  Cook, 
Josiah  Boyles, 
Alex  Johnson, 
Pearl  Barter, 
Walter  Proctor, 
Gertrude  Blackwood, 
Thorwald  Peterson, 
Henry  Dunbar, 


3 

00 

11 

80 

3 

00 

3 

00 

3 

00 

3 

00 

3 

00 

3 

00 

3 

00 

3 

00 

3 

00 

8 

50 

1 

60 

7 

70 

3 

00 

3 

80 

3 

00 

3 

00 

3 

00 

3 

00 

3 

10 

3 

00 

1 

60 

$235 


Abatements 


1916 

Chas.  Slingsby,  deceased,  $3  00 


1917 

Mike  Hendrickson,  aged,  $3  00 

Burnell  Marshall,  deceased,  3  00 

Chas.  Johnson,  Jr.,  not  liable,  3  00 

Ulysses  Wotton,  deceased,  10  20 


1918 

Julius  Passinen,  out  of  town, 
Arthur  Hendrickson,  under  age, 
Lillias  Hocking,  oyer  value, 
Geo.  Morris,  error  on  value, 
Mike  Hendrickson,  aged, 
W.  Leppanen,  in  service, 
Geo.  Torrey  heirs,  over  value, 
Est.  of  Geo.  Brown,  considered. 
John  McKenzie,  in  service, 
Hiram  Russell,  aged, 
Sam  Davis,  no  horse, 
Sydney  Davis,  over  value  on  boat, 
Geo.  Brown,  personal  out  of  town, 


3 

00 

3 

00 

3 

10 

4 

65 

3 

00 

3 

00 

3 

10 

80 

3 

00 

10 

40 

2 

33 

2 

00 

17 

20 

$3  00 


$19  20 
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Warren  Davis,  no  boat, 

1 

OA 

Norris  Seavey,  no  poll, 

6 

A  f\ 

00 

Fred  Lowell,  not  liable, 

Q 

o 

1  A 

Alden  Chaples,  over  value, 

1 

60 

Walter  E.  Stone,  over  value, 

10 

90 

Mark  Stone,  over  value, 

6 

20 

Herbert  Parson,  paid  elsewhere, 

3 

00 

r  uiicbi  nuppt?!,  (JUL  Ul  LUVvll, 

Q 
o 

no. 

B.  0.  Farnsworth,  out  of  town, 

3 

00 

Eugene  McCluskey,  out  of  town, 

3 

00 

Leon  Swett,  paid  in  Boothbay, 

4 

70 

John  Cook,  no  boat, 

2 

30 

Hattie  Jones,  aged,  consideration, 

2 

40 

Mellissa  Stanley,  over  value, 

7 

10 

W.  Thompson,  no  boat, 

80 

P.  A.  Gould,  no  poll, 

3 

00 

David  Ervine,  in  service, 

3 

00 

Everett  Pease,  in  service, 

3 

00 

Robert  Scott  Sr.,  aged, 

3 

00 

James  Barter,  aged, 

3 

00 

Dodge  Hall,  considered, 

9 

30 

Edward  Rawley,  not  liable, 

3 

00 

Ernest  Johnson,  under  age, 

3 

00 

Arthur  Ratiken,  in  service, 

3 

00 

Elizabeth  Monaghan,  unable  to  pay, 

3 

60- 

Edwin  Wiley,  over  value, 

3 

90 

Sanford  Maker,  disabled  in  service, 

19 

10 

R.  A.  Morton,  not  liable, 

3 

00 

W.  Stanley  Henderson,  deceased, 

3 

00 

Walter  Rackliffe,  in  service, 

3 

00 

Fred  Harvey,  not  liable, 

3 

00 

Eleanor  Hart,  aged, 

4 

80 

Heirs  of  S.  H.  Sweetland,  unable  to 

pay, 

34 

10 

Heirs  of  David  Seavey,  sold  to  J.  M. 

Hupper, 

1 

55 

Josiah  Pierson,  unable  to  pay, 

14 

70 

Addie  Watts,  unable  to  pay, 

2 

20 

Mary  B.  Snow,  uixed  twice, 

17 

10 

27 


Mike  Hocking,     not  liable,  3  00 

Eva  Covait,  out  of  town,  3  10 

Priscilla  Murphy,  considered,  2  10 

Albert  Holmes,  over  taxed,  2  10 
Treas.  of  St.  George  Steamboat 

Co.,  no  value,  1  60 

Henrv  Gardner,  no  horse,  1  60 

  $274  03 


Summary  of  Roads 


State  Road  Joint  Fund 

By  appropriation,  $533  00 

By  amount  received  from  State,     677  51 
To  amount  expended,  $1,210  51 


$1,210  51  $1,210  51 

Clark  Island  Special 

By  appropriation,  $300  00 

To  expended,  $300  00 


$300  00      $300  00 

Grlenmere  Special 

By  appropriation,  $350  00 

To  expended,  $343  10 

Unexpended,  6  90 


$350  00      $350  00 

ROADS,  HIGHWAYS,  BRIDGES  AND  SIDEWALKS 

Orders  Drawn 

P.  W.  Pierson,  labor,  $100  00 

Nelson  Gardiner,  labor,  350  00 
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Joseph  Robinson,  lumber,  140  00 

William  Pooley,  labor,  40  10 

F.  W.  Pierson,  labor,  200  00 

Nelson  Gardiner,    labor  139  46 

H.  F.  Kalloch  &  Co.,  material,  35  57 

F.  W.  Pierson,  labor,  100  00 

Aaron  Wall,  labor,  3  30 

William  Pooley,  labor,  9  .45 

William  J.  Hastings,  labor,  1  50 

Edward  Rackliff,  labor,  9  65 

John  H.  Taylor,  labor,  1916-1917,  11  25 

Booth  Bros.  &  H.  I.  G.  Co.,  dynamite,  2  40 

Nelson  Gardiner,  labor,  45  15 

H.  F.  Kalloch,  material,  17  62 

C.  E.  Wheeler,  material,  5  76 

N.  Gardiner,  labor,  9  30 


Expended, 

By  appropriation, 

Overdrawn, 


$1,220  51 


$1,200  00 
20  51 


Snow  Account 


$1,220  51 


Appropriation, 

Expended, 

Unexpended, 


$201  19 
298  81 


$500  00 

Mistake  in  resources  1917  over 

estimated,  $190  and  $28,  $218  00 


$500  00 


500  00 


Liabilities  left  out 

Mrs.  Kelso,  State  Aid, 
Mrs.  Smith,  rent  Mrs.  Maninen,  12 

mo.  at  $5.50  per  month, 
A.  M.  Smalley, 
Lawyers  fee, 


42 

43 

> 

66 

00 

180 

00 

t 

55 

00 

30 


\tty 

m 


School  bill,  7  07 

A.  H.  Andrews,  interest  on  bonds,     10  00 
Alfred  Hocking,  outstanding  order,  10  00 
School  bill  South  Thomaston,     ,153  02  if* 
Ginn  &  Co.,  books,  X^40  53 

Total,  J^—   $564  05 


ft  w 


/  fry  /l^-rk  .a  -r 


%«4 


1^  P 


7  V  i 


Q  1 


ill 


Resources  and  Liabilities 


Resources 


Cash  in  treasury, 


$2,788 


30 


Amount  due  from  G.  N.  Bachelder 

1913  tax,  4  24 
Amount  due  from  G.  N.  Bachelder, 

1914  tax,  18  20 
Amount  due  from  G.  N.  Bachelder, 

1915  tax,  126  00 
Amount  due  from  G.  N.  Bachelder, 

1916  tax,  203  43 
Amount  due  from  G.  N.  Bachelder, 

1917  tax,  221  58 
Amount  due  from  G.  N.  Bachelder, 

1918  tax,  235  70 
Due  from  State  Pauper  account,  204  30 
Due  from  Soldiers  Dependents,        16  00 


Due  from  F.  W.  Pierson, 
Orrin  Spear  or  owners, 
Jones  estate, 
Rufus  Kenney,  about, 


10 
4 
4 

150 


00 
64 
70 
00 


$3,987  09 


Liabilities    in    excess    of  re- 
sources, 


$13,950  47  $17,937  5*6 


Liabilities 


W.  Hupper,  outstanding  order, 
Dodge  Hall,  school  order, 


$5  73 
23  00 
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Due  South  Thomaston  estimated.  175  00 
Due  bond  holders,  16,000  00 

Due  Franklin  Trussell  on  note,  1,500  00 
Due  Franklin  Trussell  interest  on 

note,  10  months  at  41-2  per  cent,  56  25 
Due  Emily  Young,  teaching  school,  40  00 
Childrens  Home  Society,  11  08 

Rockland  Garage  auto  service,  20  00 

Mrs.  J.  M.  Smith,    rent  Mrs. 

Maninen,  30  00 

L.  W.  Seavey,  election  clerk,  5  50 

James  Riley,  salary  School  Board,  7  00 
G.  W.  Rawley  Est.,  Hall  rent,  24  00 

Other  bills  estimated,  40  00 

 $17,937  56 

I  have  examined  the  above  and  found  the  same  to 
the  best  of  my  knowledge  and  belief  correct. 

ALFRED  C.  HOCKING 

Respectfully  submitted 

P.  G.  RIVERS, 

FRED  S.  SEAVEY, 

FRED  H.  SMALLEY 


The  Finance  Committee  met  in  a  body  in  the  high 
school  building  consisting  of  the  following  men:  H. 
F.  Kalloch,  F.  H.  Smalley,  G.  N.  Bachelder,  J.  R. 
Williams,  F.  W.  Pierson,  C.  E.  Wheeler,  Melvin 
Cline,  Rodney  Simmons,  Dr.  W.  D.  Hall,  W.  T.  Hock- 
ing, N.  H.  Gardner,  Franklin  Trussell,  Mr.  Riley,  Mr. 
Grant,  Alfred  Hocking,  P.  G.  Rivers,  W.  Brennan, 
A.  J.  Rawley,  Fred  S.  Seavey. 

The  meeting  was  voted  a  success  as  all  parts  of 
the  Town  were  represented  and  the  desire  is  to  meet 
again  in  1920. 


FRANKLIN  TRUSSELL,  Chairman. 


Treasurer's  Report 


H.  F.  KALLOCH,  TREASURER 


In  account  with  the  Town  of  St.  George 


1  Q1  S 

Apr. 

6 

To  paid  A.  H.  Andrews,  interest 

on  bonds, 

«p±U 

uu 

Apr. 

17 

To  paid  Security  Trust  Co.  dis- 

count on  note, 

30 

20 

July 

1 

To  paid  F.    M.    Tower,  State 

Aid, 

12 

00 

July 

1 

To  paid  A.  H.  Andrews,  interest 

on  bond, 

8 

00 

July 

2 

To  paid  D.  W.  Giles  interest  on 

bond, 

18 

00 

July 

3 

To  paid  Lysander  Wilson  inter- 

est on  bond, 

20 

00 

July 

4 

To  paid  Rachel    Barnes  State 

Aid, 

9 

00 

July 

5 

To  paid  P.  G.  Rivers  interest  on 

bond, 

20 

00 

July 

6 

To  paid  Franklin  Trussell  inter- 

est on  bond, 

170 

00 

July 

9 

To  paid  County  tax, 

789 

62 

July 

31 

To  paid  Charles  Rawley  interest 

on  bond, 

44 

00 

Aug. 

29 

To    paid    Rockland  National 

Bank  Int.  on  bond, 

60 

00 

Sept. 

5 

To  paid  State    Treasurer  dog 

license, 

91 

00 

34 


Sept.  27 

To  paid  Security  Trust  Co.  note, 

1  AAA 
1,UUU 

AA 
UU 

Oct. 

6 

i  o  paid  r .  M.  l  ower  btate  Aid, 

lo 

AA 

UU 

Oct. 

7 

To  paid  Rachel  Barnes  State  Aid, 

o 

y 

AA 

UU 

Nov. 

o 

8 

To  paid  Eunice  Elwell  State  Aid, 

18 

A  A 

UU 

Dec. 

4 

To  paid  State  tax, 

o  001 

a  CI 

bo 

i9iy 

Jan. 

z 

To  paid  Lysander  Wilson  inter- 

est on  bond, 

OA 

zu 

AA 
UU 

Jan. 

Z 

To  paid  Eunice  Elwell  State  Aid, 

lo 

AA 
UU 

T  

Jan. 

2 

i  o  paiu  r .  ivi.  i  ower  oiaie  aiq, 

1  K 

AA 
UU 

Jan. 

Z 

To  paid  D.  W.    Giles  interest 

on  bond, 

1  Q 

lo 

AA 
UU 

Jan. 

6 

To    paid     Franklin  Trussell 

Town  bond, 

500 

AA 
UU 

Jan. 

3 

To  paid  Franklin  Trussell  in- 

terest on  bond, 

170 

A  A 
UU 

Jan. 

o 

To  paid  Rachel  Barnes  State  Aid, 

18 

AA 
UU 

Jan. 

o 

To  paid  Charles  Rawley  Town 

bonds, 

200 

AA 
UU 

Jan. 

O 

o 

To  paid  Charles  Rawley  inter- 

est on  bonds, 

44 

AA 
UU 

Jan. 

3 

To  paid  A.  H.  Andrews  town  bonds,  100 

A  A 
UU 

Jan. 

o 

To  paid  A.  H.  Andrews  inter- 

est on  bonds, 

8 

AA 
UU 

Jan. 

7 

To  paid  P.  .G.  Rivers  interest  on 

bonds, 

20 

00 

Jan. 

7 

To    paid    Rockland  National 

Bank  Town  bonds, 

200 

00 

Jan. 

7 

To    paid    Rockland  National 

Bank  interest  on  bonds, 

60 

00 

Feb. 

6 

To  paid  Selectmen's  Town  or- 

ders, 

8,076 

58 

Feb. 

6 

To  paid  Selectmen's  School  or- 

ders, 

8,170  41 

Feb. 

6 

To  paid  Selectmen's  Summer 

Road  orders, 

3,740  72 

Feb. 

6 

To  paid    Selectmen's  Winter 

Road  orders, 

201 

19 

Feb. 

6 

Cash  on  hand, 

2,788 

30 

$29,970  68 


35 


1918 

Feb. 

7 

By  cash  on  hand, 

$1,169 

11 

Feb. 

7 

By  cash  J.  K.  Monaghan,  Jones 
lot  1917, 

25 

Feb. 

28 

By  cash  State  Treasurer,  Burial 

Soldier, 

35 

00' 

Mar. 

7 

By  cash  State  Treasurer,  State 

Pensions, 

268 

15 

Mar. 

14 

By  cash  Franklin  Trussell,  note, 

1,500 

00' 

Mar. 

14 

Rv  rash  Tjizzif*  Marshall  Amanda 

1  y  y      v>CiOXl     1                          luCtl      XJ.      X  .L  ,  x2.XXXCX-XX\^LC4j 

i  eei  iiiSi,., 

50 

UU 

Apr. 

17 

By  cash  Security  Trust  Co.,  note, 

•  1,000 

00* 

May 

9 

By  cash  City  of  Rockland,  Frank 

Shoals  Acct., 

81 

07' 

Mav 

15 

By  cash  State  Treasurer,  Pauper 

Acct., 

—  196 

37  %^ 

June 

10 

By  cash  Amanda  Teel  estate, 

51 

32 

Aug. 

12 

By  cash  State    Treasurer,  De- 

? 34 

pendent  Mothers.  $u 

80 

Aug. 

12 

By  cash  State  Treasurer  pauper 

Acct.,                                         —  228 

46  ~" 

Sept. 

5 

By  cash  C.  E.    Wheeler,  dog 

license, 

91 

00 

Sept.  14 

By  cash  State  Treasurer  pauper 

Acct.,                                      —  161 

00 

Sept.  14 

By  cash  J.  K.  Monagham,  hay 

Jones  lot, 

25 

Sept.  27 

By  cash  Security  Trust  Co.  in- 

terest refunded, 

3 

16 

Sept. 

6 

By  cash  Amanda  Teel  estate, 

38 

86 

Oct. 

11 

By  cash  State  Treasurer,  De- 

pendent mothers,                    *j  *  *  95 

66 

Nov. 

2 

By  cash  State  Treasurer,  support 

of  poor,  218 

45 

Nov. 

15 

By  cash  State  Treasurer,  State 

pensions, 

751 

36 

Dec. 

4 

By  cash  State    Treasurer,  dog 

license  refunded, 

15 

10 

36 


Dec. 

4 

Dec. 

4 

Dec. 

4 

Dec. 

21 

Dec. 

28 

1919 

Jan. 

7 

To  n 

7 

Jan. 

7 

Jan. 

7 

Jan. 

28 

Jan. 

28 

Jan. 

29 

Jan. 

29 

Feb. 

6 

r  eo. 

0 

Feb. 

6 

Feb. 

6 

Feb. 

6 

Feb. 

6 

1,553 

62 

1,174 

17 

13 

18 

677 

51 

500 

00 

By  cash  State  Treasurer,  School 
and  Mill  fund, 

By  cash  State  Treasurer,  Com- 
mon school  fund, 

By  cash  State  Treasurer,  Rail- 
road &  Tel.  tax, 

By  cash  State  Treasurer,  Im- 
provement St.  Road, 

By  cash  State  Treasurer,  High 
School  fund, 


By  cash  C.  E.  Wheeler,  license 

pool  table,  10  00 

By  cash  John  Brennan,  weir  license,  10  00 
By  cash  Hiram  Andrews,  weir 

license,  5  00 

By  cash  Eugene  Rackliffe,  weir* 

license,  5  00 

By  cash  State  Treasurer,  State 

Aid,  .     Ill  00 

By  cash  State    Treasurer,  De- 
pendant Mothers,  .       >.  105  00 
By  cash  H.  F.  Kalloch,  lumber 

from  Town  Float,  28  00 

By  cash  F.  L.    Keen,  produce 

from  Town  Farm,  293  36 y 

By  cash  State  Treasurer,  State 

pensions,  782  71 

By  cash  G.  N.  Bachelder,  1913 

taxes,  7  40 

By  cash  G.  N.  Bachelder,  1914 

taxes,  11  00 

By  cash  G.  N.  Bachelder,  1915 

taxes,  9  00 

By  cash  G.  N.  Bachelder,  1916 

taxes,  49  72 

By  cash  G.  N.  Bachelder,  1917 

taxes,  167  52 


Feb.     6    By  cash  G.  N.  Bachelder,  1918 

taxes,  18,468  12 

$29,970  68 

Respectfully  submitted 

H.  F.  KALLOCH, 

Treasurer. 

Feb.  8,  1919. 

Examined  the  above  and  found  the  same  to  the 
best  of  my  knowledge  and  belief  correct. 


ALFRED  C.  HOCKING. 


(MEMORIAL) 

German  War  Martyrs 

Laurrington  B.  Marshall,  son  of  Edward 
Marshall  of  Port  Clyde,  died  Feb.  10,  1918,  of 
pneumonia,  while  in  training  at  Camp  Devens, 
Ayer,  Mass. 

He  was  the  first  boy  to  die  for  his  Coun- 
try's cause,  although  not  at  the  battle  front  he 
nevertheless  sacrificed  his  life  for  his  Country 
and  the  World. 

(And  thus  we  honor  Him.) 

* 

Austin  Kinney,  son  of  Melvin  Kinney  of  St. 
George,  died  in  France  in  battle  July  15  to  18, 
1918.   Long  may  his  memory  ever  linger  in  our 
hearts.   Our  first  boy  to  fall  against  the  German 
Huns.    He  bravely  fought  to  sustain  the  ideals 
of  America  of  "Right  against  Might," 
"Democracy  against  Autocracy" 
"Which  praise  God  shall  never  die." 
(Thus  we  honor  him.) 

C.  E.  WHEELER 


Town  Clerk's  Report 


Date 

1918 

Feb.  6 

Feb.  8 

Feb.  23 

Apr.  5 

Apr.  16 

Mar.  14 

Mar.  22 

Mar.  24 

Mar.  25 

Apr.  3 

Apr.  7 

Apr.  10 

Apr.  13 

Apr.  22 

Apr.  29 

May  4 

May  9 

May  28 

May  31 

June  9 

June  10 

June  16 

June  21 

July  21 

Sept  6 
Sept.  13 


BIRTHS 

Child's  name  Father's  Name 


Not  given,  Millard  Robbins. 
Not  given,  Roland  Thompson. 
Not  given,  LaForest  Teel. 
Archilus  Wm.,  Wallace  McLaughlin. 
Not  given,  John  Rimikani. 
Cecil  John,  John  Geauf. 
Harold  Verne,  Rudolph  Bergger. 
Not  given,  Stanley  Stone. 
Arline  M.,  John  Nice. 
Not  given,  Thomas  McLean. 
Not  given,  James  Brennan. 
Gilbert  S.,  Gilbert  Auld. 
Not  given,  Alex  Morrison. 
Clarence  Dwyer,  Fred  Hooper. 
Margaret  Frances,  Geo.  W.  Rogers. 
Mildred  May,  Walter  Proctor. 
Still  Born,  Thowald  Peterson. 
Unamed,  Frederick  G.  Howard. 
Miriam  Elizabeth,  Harry  M.  Wiggin. 
Virginia  Adeline,  Wm.  J.  Barter. 
Eleanor  Rose,  Clarence  G.  Davis. 
Addie  May,  Fred  L.  Townsend. 
Wm.  Eugene,  Leroy  Smalley. 
Not  given,  Freeland  Thompson. 
Roger  Wm.  Hollis  Chadwick. 
Ruth  Hastings,  Merritt  Clark. 
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10 

8 


Sept. 
Oct. 
Oct.  8 
Oct.  22 
Dec.  22 


22 
28 
1 
4 
4 


1918 

Jan.  2 

Jan.  5 

Jan.  15 

Jan.  20 
Jan. 
Jan. 
Feb. 
Feb. 
Feb. 

Mar.  10 

Mar.  12 

Mar.  14 

Mar.  18 

Apr.  4 
Apr. 
Apr. 

May  15 

May  16 

May  19 

May  28 
May 

June  10 

June  15 

June  24 

July  8 

July  15 

July  17 

July  24 

July  25 

July  30 

July  31 

Aug.  13 

Aug.  16 


10 
12 


29 


Still  Born,  Wallace  Brown. 
Chas.  Albert,  Victor  Mackinen. 
Yelfo  Victor,  Victor  Mackinen. 
Not  given,  Clarence  Beal. 
Cora  Ewell,  Cyrus  Hilt. 

DEATHS 
Name  Age 
Oliver  Slingsby,  59  yrs.,  6  mo.,  27  da. 
Geo.  Nain,  24  yrs.,  9  mo.,  30  da. 
Stephen  Flood,  64  yrs. 
Delora  Wall,  76  yrs.,  10  mo.,  20  da. 
Philip  Ulmer,  84  yrs.,  10  mo.,  1  da. 
Barney  F.  Rawley,  78  yrs. 
Jennie  J.  Martin,  47  yrs.,  19  mo.,  18  da. 
Josephine  Cook,  38  yrs.,  8  mo.,  24  da. 
Amanda  Teel,  80  yrs.,  4  mo.,  1  da. 
Franz  Gehrman,  17  yrs.,  5  mo.,  15  da. 
Alvano  Marshall,  70  yrs.,  11  mo.,  4  da. 
Julia  Hemmingway,  61  yrs.,  7  mo.,  14  da. 
Joseph  Stanley,  77  yrs.,  7  mo.,  17  da. 
Mary  E.  Barter,  89  yrs.,  13  da. 
Wm.  Stanley  Henderson,  61  yrs,  llda. 

Mary  F.  Hart,  60  yrs.,  3  mo.,  28  da. 
James  Carson,  70  yrs.,  7  mo.,  2  da. 
Chas.  A.  Slingsby,  31  years,  9  mo.,  23  da. 
James  L.  Romkey,  52  years. 
F.  K.  Pierson,  70  yrs. 

Unnamed  child  of  Fred  Howard,  1  da. 
Geraldine  Morris,  1  yr.,  1  mo.,  28  da. 
Joseph  G.  Simmons,  67  yrs.,  11  mo.,  9  da. 
Rose  Williams,  24  yrs.,  5  mo.,  15  da. 
Harriett  Benner,  75  yrs.,  6  mo.,  22  da. 
Sarah  C.  Harris,  56  yrs. 
Mary  Ada  Hart,  67  yrs.,  8  mo. 
Henry  E.  Wilson,  79  yrs.,  9  mo.,  11  da. 
Nettie  H.  Mills,  48  yrs.,  5  mo.,  6  da. 
Mitchell  Blackwood,  47  yrs.,  1  mo.,  29  da. 
Rosilla  Dukeshire,  79  yrs.,  8  mo.,  16  da. 
Annie  E.  Seavey,  79  yrs.,  6  mo.,  28  da. 
Hattie  Thompson,  35  yrs.,  11  mo.,  16  da. 
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Aug.  26  Ester  Singer,  59  yrs. 

Oct.  4  Cyrus  B.  Wiilard,  80  yrs. 

Oct.      8  Lampi  Anderson,  17  yrs. 

Oct  11  Vivian  Smith,  18  yrs.,  7  mo.,  16  da. 

Oct.  17  Henry  N.  Jones,  27  yrs. 

Oct.  12  Eliza  Bickmore,  31  yrs.,  3  mo. 

Oct.  13  Maria  Kortinen,  38  yrs.,  6  mo.,  12  da. 

Oct.  17  Eva  Hendrickson,  35  yrs.,  3  mo.,  5  da. 

Oct.  20  Isabelle  Monaghan,  29  yrs.,  2  mo..  4  da. 

Oct.  20  Albert  Frost,  34  yrs.,  2  mo.,  4  da. 

Oct.  21  Flora  Freeman,  25  yrs.,  5  mo.,  11  da. 

Oct.  21  Alladena  Stone,  6  mo.,  22  da. 

Oct.  26  Gertrude  Teel,  2  yrs.,  11  da. 

Oct.  27  Calvin  Stuart,  1  mo.,  14  da. 

Oct.  31  Elden  Freeman,  1  yr..  1  mo. 

Nov.      2  Lea  Polkey,  3  yrs.,  6  mo.,  12  da. 

Nov.     3  Edward  Rawley,  15  yrs.,  6  mo.,  28  da. 

Nov.     4  Lloyd  Boyles,  33  yrs.,  5  mo.,  28  da. 

Nov.  12  Flora  Brown,  31  yrs.,  5  mo.,  20  da, 

Nov.  14  Rufus  Kinney,  78  yrs.,  10  mo.,  12  da. 

Dec.  10  Sophrona  Benner,  76  yrs.,  5  mo.,  18  da. 

Dec.  17  James  E.  Brennan,  53  yrs.,  2  mo.,  5  da. 

Dec.  26  Evelyn  Fuller,  18  yrs.,  9  mo.,  4  da. 

Dec.     7  Robt.  C.  Monaghan,  40  yrs.,  4  mo.,  10  da. 


MARRIAGES 


.  Jan.     1    Alfred  Hocking  and  Gladys  Barter  by  H. 

W.  Rhodes,  Minister  of  Gospel. 
Jan.     5    Winfred  V.  Tabbutt  and  Helen  Lowell  by 

Herbert  B.  Hutchins,  Minister  of  Gospel. 
Jan..    9    James  L.  Caven  and  Grace  Wardwell  by 

Pliny  Allen,  Minister  of  Gospel. 
Feb.   20    Hollis  Chadwick  and  Gladys  V.  Gould  by 

Frank  P.  Dresser,  Minister  of  Gospel. 
Mar.  22    Russell  Tabbutt  and  Mildred  B.  Pierson  by 

H.  W.  Rhodes,  Minister  of  Gospel. 
Apr.   10    Herman  Graves  and  Edna  Johnson  by  M. 

E.  Osborne,  Minister  of  Gospel. 
May     1    Henry  Patterson  and  Maude  Marwell  by 

H.  W.  Rhodes,  Minister  of  Gospel. 
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June    7    Clarence  E.  Beal  and  Mabel  Balano  by 

Guy  L.  Vannah,  Minister  of  Gospel. 
June  26    Geo.  E.  Lermond  and  Bessie  M.  Davis  by 

J.  E.  Evernzborn,  Minister  of  Gospel. 
Sept.  7    Forrest  L.  Davis  and  Fannie    Munroe  by 

Franklin  Trussell,  Justice. 
Sept.  16    Edward  McGraw  and  Bernice  Stimpson  by 

Frank  P.  Dresser,  Minister  of  Gospel. 
Sept.  22    Walter  Rideout  and  Sadie  Goldie  by  Frank 

P.  Dresser,  Minister  of  Gospel. 
Sept.  25    Harry  D.  Allard  and  Alice  Clark  by  Pliny 

Allen,  Minister  of  Gospel. 
Oct    28    Louis  Fanchux  and  Sarah  York  by  Frank- 
lin Trussell,  Justice. 
Nov.  14    Floyd  Simmons    and    Grace    Lindsy  by 

Franklin  Trussell,  Justice. 
Nov.  16    Hiram  Ulmer  and  Bernice  Young  by  J.  E. 

Wheaton,  Minister  of  Gospel. 
Dec.    7    Alvah  M.  Thompson  and  Helen  Knowlton 

by  Franklin  Trussell,  Justice. 
Dec.  14    John  A.  Thompson  and  Carrie  Simmons  by 

Jas.  A.  Flynn,  Minister  of  Gospel. 
Dec.  16    Carlos  Davis    and    Mary    McGowan  by 

Franklin  Trussell,  Justice. 
Dec.  24    Libby  Hupper  and  Iola  Leavitt  by  H.  W. 

Rhodes,  Minister  of  Gospel. 


SELECTMEN'S  APPOINTMENTS 

Police  Officers 
Geo.  Brown,        Chas.  Bickmore,        F.  W.  Piersons 
Winslow  Robinson  Clarence  Thompson 

Constables  and  Truant  Officers 
G.  N.  Bachelder  W.  J.  Hastings 

Harbor  Master 
Chas.  W.  Rawley 
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Surveyors  of  Lumber,  Wood,  Coal  and  Ice 
E.  E.  Allen,  Ernest  Rawley 

Geo.  Brown  Joe  Robinson 

Medical  Examiner 
C.  D.  North  Chas.  Leach 

Health  Officer 
Chas.  Leach 

Sealer  of  Weights  and  Measures 
R.  H.  Snow,  South  Thomaston 

Election  Clerks 
J.  K.  Monaghan     Weston  H.  Wiley     A.  J.  Smalley 
Lermond  Seavey 

Town  Weigher 
P.  G.  Rivers 

Jurors  Drawn 
Grand,  A.  J.  Smalley 
W.  L.  Allen,  C.  F.  Taylor,  Harold  Hupper,  Weston 
H.  Wiley,  Sewell  Wall,  Frank  Morris,  Chas.  Bawin, 
C.  C.  Wall. 


DOGS  LICENSED 


86  dogs  licensed  at  $1.00,  $86  00 

1  female,  licensed  at  $5.00,  5  00 


Total  $91  00 

Paid  treasurer,  $91  00 


CHAS.  E.  WHEELER, 

Town  Clerk,  St.  George. 


Road  Commissioner's  Report 


LABOR  AND  GRAVEL  STATE  HIGHWAY 


Benj.  Pooley, 

$101 

70 

Howard  Barter, 

97 

05 

L.  C.  Gardiner  and  team, 

182 

64 

John  Cook, 

79 

50 

W.  H.  Gardiner, 

109 

39 

Fred  Smalley  and  team, 

137 

64 

Frank  Long, 

59 

25 

Eddie  Hart  and  team, 

104 

34 

Ed  Pease, 

53 

25 

Frank  Morris  and  team, 

106 

32 

Frank  Morris,  gravel, 

107 

25 

H.  H.  Hupper  and  team, 

33 

00 

Material, 

39 

18 

REPAIRS  OF 

HIGHWAYS 

N.  H.  Gardner, 

$30 

00 

L.  C.  Gardner, 

12 

15 

John  Cook, 

13 

05 

N.  H.  Gardner, 

12 

00 

N.  H.  Gardner  for  team, 

13 

20 

L.  C.  Gardner, 

10 

80 

John  Cook, 

10 

80 

Gravel, 

7 

20 

N.  H.  Gardner, 

27 

00 

$1,210  51 


45 


N.  H.  Gardner  for  team, 

29 

70 

24 

John  Cook, 

O  A 

O  A 

Howard  Barter, 

22 

95 

Eddie  Hart, 

45 

00 

Charles  Willey, 

25 

65 

For  Sharpening  drills, 

2 

00 

Ezekiel  Jones, 

17 

10 

Samuel  Davis,  gravel, 

8 

40 

Ervin-  Teel,  gravel, 

10 

50 

N.  H.  Gardner, 

29 

00 

N.  H.  Gardner  for  team, 

35 

88 

L.  Co  Gardner, 

29 

40 

John  Cook, 

32 

10 

Ed  Murry, 

1 

58 

M.  J.  Harris  for  spade, 

65 

Samuel  Davis,  gravel, 

1 

95 

Est.  of  Nancy  McRobinson,  gravel,  10 

20 

E.  S.  Hooper,  gravel, 

2 

55 

N.  P.  Gardner  and  team, 

24 

00 

L.  C.  Gardner, 

4 

05 

John  Cook, 

10 

80 

Frank  Morris,  gravel, 

3 

60 

H.  H.  Hupper, 

12 

00 

Wm.  J.  Hastings, 

1 

50 

NELSON  H.  GARDNER. 


Snow  Account 


Frank  Wiley, 

1 

00 

Weston  H.  Gardner, 

2 

92 

George  Johnson, 

3 

60 

James  W.  Hall, 

2 

02 

E.  Holbrook, 

2 

86 

Steward  Ames, 

71 

Wesley  Wincapaw, 

2 

36 

N.  H.  Gardner, 

3 

50 

John  Cook, 

3 

15 

Joseph  Jones, 

2 

02 

Chas.  Jones, 

2 

25 

4G 


Jeromes  Jones, 

1 

Z5 

P.  W.  Hart, 

67* 

Ed  Harris* 

6T 

L.  C.  Gardner, 

6T 

Harry  Webber, 

90 

Edward  C.  McLellan, 

67 

Lawry  MeLellan, 

6? 

Lawrence  S.  McLeIlan*„ 

67 

Everett  B.  McLellan, 

67 

H.  H.  Htipper, 

3 

00 

Frank  Wiley, 

3 

60 

Prank  Harris* 

78: 

E.  S.  Jones, 

1 

54 

Otis  Hart, 

4 

05 

Fred  Stimpson, 

2 

92: 

Hiram  Jones, 

1 

90 

Percy  Jones, 

2 

60 

Stephen  Jones, 

1 

90 

Frank  Kerswell, 

2 

60 

Melvin  Kinney, 

68 

J.  XV.  xvllllltJy, 

i 

± 

M.  M.  Kinney, 

6 

oO 

Bernard  Robinson, 

78 

G.  A.  Hilt, 

68 

James  Thomas, 

90 

TiPnnnrH  IV/Tntcion. 

i 

X 

1 

J- 

Victor  Matson, 

1 

50 

John  Ojala, 

45 

Henry  Kaddy, 

1 

80 

Levi  Kinney, 

45 

Albion  Kinney, 

45 

Horace  Clark, 

90 

Edwin  Wiley, 

68 

Robert  Maker, 

45 

Floyd  Barnes, 

45 

47 


IMPAIRS  OF  HIGHWAYS,  KOKTH  SECTION 


F.  "W.  Pierson, 

Bert  J.  Pierson, 

Chas.  Kalloch, 

Clarence  "Watts, 

Hobert  Wood, 

Hoy  R.  Smalley, 

F.  W.  Pierson, 

F.  W.  Pierson, 

Hodney  Kinney, 

Maynard  Kinney, 

Chas.  Kallocli, 

Alex  Hathorne, 

C.  I.  Watts, 

Sanford  Barter, 

Bert  G.  Pierson, 

Robert  Wood, 

F.  W.  Pierson, 

Chas.  Kalloch, 

Alex  Hathorne, 

C.  I.  Watts, 

James  Thomas, 

John  Wiley, 

Bert  G.  Pierson, 

Mrs.  John  Morris,  gravel, 

Leland  Pierson, 

John  Morris, 

John  Morris, 

Wilbur  Watts, 

Fred  H.  Smalley, 

F.  W.  Pierson, 

Clarence  Watts, 

Rodney  Kinney, 

Fred  H.  Smalley, 

Chas.  Kalloch, 

Alex  Hathorne, 

James  Thomas, 

John  Wiley, 

Bert  G.  Pierson, 


70  30 

6  30 

1  35 

$  40 

"2  70 

5  40 

■22  75 

19  50 

9  00 

S  15 


05 
05 


13  50 


35 
75 
75 


61  01 
16  80 
11  40 
28  35 
16  80 
11  40 


16 


20 
70 
4  44 


11 
6 
2 

13 


40 
30 
00 
20 


63  00 
48  00 
42  00 
3  30 
21  60 
21  60 
21  60 
21  60 
21  60 


I  1  3 


v  \  »so  A 
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Leland  Pierson,  14  70 

Walter  Steele,  gravel,  21  00 


Total  expenditures,  $390  00 

By  amount  drawn  from  Treas.       $400  00 
By  amount  expended,  $390  00 

By  unexpended  in  hands  of  com- 
missioner, 10  00 


$400  00      $400  00 


P.  W.  PIERSON. 


Report  of  Superintendent  of  Schools 


There  are  several  important  educational  interests 
confronting  the  voters  of  St.  George  at  their  annual 
town  meeting  when  definite  decisions  must  be  made 
for  the  welfare  of  the  schools. 

The  appropriations  for  common  schools  must  be 
somewhat  larger  this  coming  year.  The  teachers, 
with  few  exceptions,  are  living  on  the  very  meager 
salary  schedule  of  the  ante  war  period.  The  teacher 
shortage  is  still  acute.  We  are  not  graduating  any 
new  material  from  the  high  school  from  which 
teachers  for  rural  schools  can  be  selected,  therefore 
out  of  town  teachers  must  be  employed  when  vacan- 
cies occur.  These  teachers  demand  a  higher  wage 
than  we  are  now  paying.  Local  teachers  of  exper- 
ience should  receive  like  remuneration. 

We  have  saved  the  town  considerable  money  by  the 
consolidation  of  schools  this  year.  Two  schools  have 
been  closed.  The  scholars  have  materially  benefitted 
by  the  interest  developed  through  the  formation  of 
larger  classes. 

The  high  school  is  at  present  doing  good  work. 
However,  they  feel  the  lack  of  sufficient  numbers  to 
give  them  a  center  of  interest.  There  are  a  great 
many  children  in  town  who  ought  to  be  in  the  high 
school.  They,  doubtless,  would  be  if  they  were  able 
to  get  to  the  school  or  were  financially  able  to  board 
in  the  village.  Some  of  the  citizens  feel  that  this  is 
the  time  to  ask  for  transportation  from  both  ends 
of  the  town  to  Tenant's  Harbor.   This  transportation 


50 


problem  for  the  high  school  should  be  thoroughly 
discussed  and  action  taken  at  this  town  meeting. 

The  Smalley  Town  school  at  Long  Cove  comes  in 
for  consideration  at  this  meeting.  This  school  is  both 
improperly  housed  and  equipped.  It  has  been  thought 
that  if  transportation  for  the  high  school  could  be 
arranged  that  all  school  children  of  the  7th  and  8th 
grades  in  this  school  might  be  transported  with  little, 
if  any,  additional  expense.  These  children  might  be 
instructed  by  the  same  teachers  as  used  by  the  high 
school  with,  perhaps,  a  teacher  comparable  to  the 
one  now  employed  at  the  Smalley  Town  School.  The 
smaller  children  could  be  cared  for  this  year  at  the 
Long  Cove  school  by  changing  some  children  adja- 
cent to  Willardham  to  that  district.  A  Junior  High 
School  would  be  an  experiment,  but  one  that  other 
towns  have  proved  to  be  highly  satisfactory. 

There  are  certain  repairs  on  several  of  the  school 
buildings  in  need  of  immediate  attention.  The  high 
school  has  one  dangerous  chimney  at  the  present  time. 
New  out  buildings  are  needed  at  some  of  the  schools. 
When  these  are  constructed  it  should  be  done  in  a 
substantial  manner. 

The  epidemic  interfered  very  materially  in  vig-  j 
orously  enforcing  the  truancy  laws.    Under  normal 
health  times  every  child  of  school  age  should  be 
obliged  to  attend  school.    Parents  who  aid  children 
to  evade  this  law  should  be  held  strictly  accountable. 

This  coming  year  every  citizen  of  St.  George  should 
aid  these  progressive  measures  which  lead  to  the 
better  education  of  youth. 

COMMON  SCHOOL  DISBURSEMENTS 


1918 
Feb.  5 
Feb.  15 
Feb.  25 
Mar.  2 


Orders  Drawn  for  Teaching 

Nina  Hart,  $25  00 

Madge  Rompkey,  15  00 

Rose  Williams,  9  50 

Inez  Hocking,  51  00 
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Mar.    4  Madge  Rompkey,  19  00 

Mar.    5  Nina  Hart,  35  00 

Mar.  15  Mary  Long,  72  00 

Mar.  14  Maude  K.  Stuart,  100  00 

Mar.  15  Albert  Barnes,  120  00 

Mar.  15  Eliza  Steele,  100  00 

Mar.  15  Eliza  Steele,  1  00 

Mar.  15  Nina  Hart,  20  00 

Mar.  15  Mildred  Pierson,  50  00 

Mar.  19  Winnifred  Williams,  80  00 

Mar.  19  Lelia  Stone,  80  00 

Mar.  18  Inez  Hocking,  30  00 

Mar.  19  Veda  McKenney,  100  00 

Mar.  20  Carrie  Simmons,  100  00 

Mar.  26  Gladys  Hocking,  90  00 

Apr.     1  Seal  Harbor  school,  110  00 

Apr.   20  Myrtle  Wincapaw,  16  00 

May     6  Nina  Hart,  35  00 

May  15  Lizzie  Monaghan,  80  00 

May  18  Myrtle  Wincapaw,  24  00 

May  18  Inez  Hocking,  50  00 

May  20  Madge  Rompkey,  56  00 

May  24  Mary  Long,  32  00 

May  25  Nina  Hart,  25  00 

June   8  Mary  Long,  48  00 

June  8  Carrie  Simmons,  8*0  00 

June   8  Gladys  Hocking,  90  00 

June   8  Nina  Hart,  20  00 

June  8  Eliza  Steele,  100  00 

June   8  Albert  Barnes,  72  00 

June  10  Mildred  Tabbutt,  80  00 

June  10  Inez  Hocking,  30  00 

June  12  Winnifred  Williams,  80  00 

June  13  Maude  K.  Stuart,  100  00 

June  15  Myrtle  Wincapaw,  40  00 

June  26  Lucy  Edwards,  132  00 

June  29  Madge  Rompkey,  40  00 

July    6  Veda  McKenney,  100  00 

Sept.  16  Gladys  Hocking,  W  00 

Sept.  16  Emily  Young,  20  00 

Sept.  16  Dorothy  Hill,  20  00 
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Sept  16 

Christine  Marshall, 

20 

00 

Sept.  16 

Mildred  Tabbutt, 

18 

00 

Sept.  16 

Madge  Rompkey, 

16 

00 

Sept.  16 

Mary  Long, 

16 

00 

Sept.  16 

Nina  Hart, 

16 

00 

Sept.  16 

Veda  McKenney, 

24 

00 

Sept  16 

Isabelle  Pratt, 

22 

00 

Sept.  16 

Katheryn  Andrews, 

516 

00 

Sept.  16 

Theresa  Whitney, 

30 

00 

Sept.  16 

Fannie  Long, 

24 

00 

Nov.  6 

Christine  Marshall, 

10 

00 

Nov.  22 

Nina  Hart, 

60 

00 

Nov.  22 

Mildred  Tabbutt, 

63 

00 

Nov.  22 

Madge  Rompkey, 

56 

00 

Nov.  25 

Veda  McKenney, 

102 

00 

Nov.  26 

Fannie  Long, 

102 

00 

Nov.  26 

Mary  Long, 

68 

00 

Nov.  26 

Gladys  Hocking, 

74 

00 

Nov.  26 

Emily  Young, 

85 

00 

Nov.  26 

Eliza  Steele, 

75 

00 

Nov.  26 

Dorothy  Hill, 

85 

00 

Nov.  26 

Theresa  Whitney, 

127 

50 

Nov.  26 

Isabelle  Pratt, 

99 

00 

Nov.  26 

Katheryn  Andrews, 

68 

00 

Dec.  17 

Gladys  Hocking, 

27 

00 

Dec.  17 

Mildred  Tabbutt, 

36 

00 

Dec.  17 

Madge  Rompkey, 

32 

00 

Dec.  17 

Emily  Young, 

30 

00 

Dec.  17 

Dorothy  Hill, 

30 

00 

Dec.  17 

Eliza  Steele, 

30 

00 

Dec.  17 

Isabelle  Pratt, 

22 

00 

Dec.  17 

Mary  Long, 

24 

00 

Dec.  17 

Fannie  Long, 

36 

00 

Dec.  17 

Nina  Hart, 

32 

00 

Dec.  17 

Katheryn  Andrews, 

24 

00 

Dec.  17 

Veda  McKenney, 

36 

00 

Dec.  17 

Theresa  Whitney, 

45 

00 

1919 

Jan.  29 

Bernice  Andrews, 

36 

00 

Jan.  29 

Mary  Long, 

36 

00 
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Jan. 

29 

Mildred  Tabbutt, 

38 

00 

Jan. 

29 

Madge  Rompkey, 

36 

00 

Jan. 

29 

Eliza  Steele, 

40 

00 

Jan. 

29 

Emily  Young, 

40 

00 

Jan. 

29 

Lucy  Edwards, 

40 

00 

Jan. 

29 

Fannie  Long, 

48 

00 

Jan. 

29 

Nina  Hart, 

32 

00 

Jan. 

29 

Christine  Marshall, 

36 

00 

Jan. 

29 

Theresa  Whitney, 

60 

00 

Jan. 

29 

Veda  McKenney, 

48 

00 

$4,764 

00 

CONVEYANCE 


Orders  for  Common  School 


1918 

Mar.  15  Charles  Clark,  $50  00 

Apr.  24  Charles  Clark,  5  00 

June  12  Winnie  Williams,  60  00 

June  12  Herbert  Barnes,  9  00 

June  12  Alton  Shussby,  9  00 

Sept.  10  Charles  Wall,  9  00 

Sept.  10  Hiram  Andrews,  9  00 

Sept.  10  Annie  Flood,  9  00 


JANITOR 


Orders  for  Common  Schools. 


1918 

Mar. 

13 

Dean  Kalloch, 

$34 

00 

Mar. 

14 

Julius  Nelson, 

3 

00 

Mar. 

15 

Albert  Barnes, 

10 

00 

Mar. 

15 

Elmer  Barnes, 

6 

00 

Mar. 

15 

William  Edwards, 

8 

74 

54 


Mar. 

19 

Bernard  Rackliffe, 

Mar. 

19 

Ina  Karpiness, 

Mar. 

19 

Vernard  Watt, 

Mar. 

19 

Theodore  Stimpson, 

Mar. 

25 

Adelbert  Simmons, 

Apr. 

1 

Seal  Harbor  School 

Apr. 

8 

Russell  Thomas, 

June 

18 

Vernard  Watt, 

June 

8 

Harold  Pratt, 

June 

8 

Charlie  Chaples, 

June 

8 

Bernard  Teel, 

June 

9 

Albert  Barnes, 

June 

9 

Dean  Kalloch, 

June 

12 

Elmer  Barnes, 

June 

12 

Bernard  Rackliffe, 

June 

15 

Charles  Wincapaw, 

June 

15 

Edward  Edwards, 

June 

29 

Millard  Robinson, 

July 

10 

Ina  Karpiness, 

Aug. 

10 

Ralph  Kerswell, 

Nov. 

23 

Dean  Kalloch, 

Dec. 

3 

Harold  Pratt, 

Dec. 

20 

Dean  Kalloch, 

Dec. 

20 

Millard  Robinson, 

Dec. 

20 

Bernard  Teel, 

Dec. 

21 

Elmer  Barnes, 

Dec. 

31 

Lewis  Coltart, 

Dec. 

31 

Bernard  Rackliffe, 

Dec. 

31 

Charlie  Chaples, 

1919 

Jan. 

10 

Charlie  Stone, 

Jan. 

15 

William  Polky, 

Jan. 

15 

Charles  Polky, 

Feb. 

1 

Dean  Kalloch, 

en* 

* 


FUEL 


Orders  for  Common  Schools 

1918 

Mar. 

6 

Frank  Morris, 

$7  50 

Mar. 

12 

Edward  Edwards, 

fio 

Mar. 

12 

Arthur  Harrington, 

i  o 

i/O 

Mar. 

13 

John  Morris,  Sr., 

•4  O 

Mar. 

19 

Ina  Karpiness, 

1 

X 

70 

Mar. 

30 

S.  S.  Davis, 

00 

Apr. 

1 

Seal  Harbor  School, 

1  7 

Apr. 

8 

S.  S.  Davis, 

00 

Apr. 

13 

Robinson  Lumber  Co., 

fi 
U 

00 

Apr. 

13 

Elmer  Polky, 

1 

JL 

^£ 
oo 

Apr. 

17 

Harry  Wight, 

14 

50 

May  21 

Frank  Morris, 

42 

00 

May  23 

Weston  H.  Rivers, 

45 

00 

June 

17 

Robinson  Lumber  Co., 

267 

25 

June 

29 

Elmer  Reed, 

12 

00 

July 

10 

Hid    xVdl  pillfcJbb, 

7 

60 

July 

10 

.T   H  HiiDDfr 

%J  •       JL  JL  *        X,  JL.  C4.       J~J  V_  i  y  • 

14 

00 

Aug. 

8 

A  "rtTini*  TT^  wi  n  p*t  nn 

xil  LXX  LXX      lXdl  1  X  IXgj  lUIJ  . 

3 

26 

Oct. 

4 

Harold  Pratt 

4 

00 

Nov. 

2 

"DpflTi  TCiallnpTi 

46 

00 

Nov. 

25 

(reors'p  Nolan 

00 

Nov. 

25 

Elmer  Barnes, 

2 

u0 

Dec. 

24 

Elmer  Reed, 

15 

00 

1919 

Jan. 

15 

William  Polky, 

1 

33 

Jan. 

31 

Franklin  Trussell, 

(V. 

35 

Feb. 

1 

William  Edwards, 

1 

27 

Feb. 

3 

Melvin  Black, 

3 

00 

Feb. 

3 

Robert  Wood, 

1 

50 

56 

Feb.     4    Fred  Smalley, 
Feb.     4    Llewellyn  Smalley, 

TEXT  BOOKS 

Orders  Drawn  for  Text  Books 

1918  Common 

Feb.  18    Ginn  &  Co., 

Apr.     1    Seal  Harbor  School,      $3  01 

Apr.  27    Educational  Supply  Co., 

May  21  D.  C.  Heath  &  Co., 

June  12  Huston-Tuttle  Co.  1  20 

July  18  Edward  Babb  &  Co., 

July  18  Howard  &  Brown, 

Sept.   3  H.  C.  Hull, 

Oct.  30  Harter  School  Supply  Co.,  6  40 

Oct.  30  Bowling  School  Supply 

Co.,  7  50 

1919 

Jan.     9  Ginn  &  Co.,  20  51 

Jan.  10  D.  C.  Heath  &  Co.,  42  00 
Jan.  27    Huston-Tuttle  Co.,  8  55 

REPAIRS 

Orders  Drawn  for  Repairs 

1918 

Feb.  18  C.  E.  Wheeler, 

Feb.  23  H.  F.  Kalloch, 

Feb.  23  Willis  Wilson, 

Feb.  25  Dodge  Hall, 

Mar.    7  John  Morris, 

Mar.    5  Willis  Wilson, 

Mar.  15  Albert  Barnes, 

Mar.  15  William  Edwards, 

Apr     1  Seal  Harbor  School, 

Apr.    8  Russell  Thomas, 
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Apr.  14 

Walter  Fuller, 

1 

00 

Apr.  20 

Myrtle  Wincapaw, 

5 

00 

May  3 

C.  E.  Wheeler, 

16 

00 

May  18 

M.  J.  Harris, 

1 

40 

June  17 

C.  H.  Kalloch, 

20 

00 

June  17 

James  Thomas, 

13 

50 

July  18 

William  Edwards, 

90 

Aug.  1 

H.  F.  Kalloch, 

24 

27 

Aug.  29 

Hose  Watts, 

5 

00 

Sept.  3 

Kate  Stevens, 

7 

00 

Sept.  7 

F.  Albie, 

5 

00 

Sept.  7 

Mrs.  Carlson, 

15 

00 

Sept.  10 

A.  J.  Smalley, 

14 

52 

Sept.  10 

John  Wiley, 

2 

70 

Nov.  5 

D.  F.  Wall, 

5 

75 

Nov.  25 

Franklin  Trussell, 

1 

78 

Dec.  2 

Alberta  Edwards, 

5 

00 

Dec.  2 

L.  B.  Harris, 

5 

00 

Dec.  17 

C.  E.  Wheeler, 

55 

16 

Dec.  31 

Veazie  Hardware  Co., 

80 

Dec.  4 

C.  E.  Wheeler, 

2 

50 

1919 

Jan.  9 

Daniel  O'Neill, 

14 

00 

Jan.  10 

D.  F.  Wall, 

3 

00 

Jan.  15 

F.  W.  Hart, 

6 

50 

Jan.  15 

William  Polky, 

95 

Jan.  27 

Eliza  Steele, 

2 

36 

Jan.  29 

D.  F.  Wall, 

1 

00 

Jan.  29 

D.  F.  Wall, 

1 

00 

Jan.  31 

Franklin  Trussell, 

3 

39 

Jan.  31 

C.  E.  Wheeler, 

3 

40 

Feb.  1 

H.  F.  Kalloch, 

21 

90 

Feb.  3 

Dodge  Hall, 

23 

00 

INSURANCE,  APPARATUS  AND  APPLIANCES 


Orders  for  Same 


1918 

Apr.  1  Seal  Harbor  School, 
Apr.  19    C.  A.  Storer, 


$2  46 
7  00 
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June  12  L.  E.  Knott  Co.,  36 

July     5  L.  E.  Knott  Co.,  14  60 

Nov.   15  L.  E.  Knott  Co.,  6  89 

RENT 

1918 

June    8  George  P.  Smith,  $10  00 
HIGH  SCHOOL 
Orders  Drawn  for  Teaching 

1918 

Feb.     9  Ethel  Auld,  $28  00 

Feb.   23  Ethel  Auld,  28  00 

Feb.     8  Ethel  Auld,  28  00 

Feb.   27  C.  A.  Storer,  25  00 

Mar.    9  Ethel  Auld,  28  00 

Mar.  14  Katheryn  Andrews,  5#  25 

Mar.  14  Julia  Davis,  5*  25 

Mar.  15  C.  A.  Storer,  105  25 

Mar.  14  Ethel  Auld,  14  00 

Apr.     8  Adrien  Kinney,  2  10 

Apr.  11  C.  A.  Storer,  45  00 

Apr.  22  Miss  Lane,  45  00 

May    3  C.  A.  Storer,  70  00 

May  14  Miss  Lane,  45  00 

May  28  C.  A.  Storer,  '.  5  00 

June  15  C.  A.  Storer,  69*  71 

Sept.  16  Ethel  Auld,  30  00 

Sept.  16  Helen  W.  Hull,  24  00 

Sept.  18  Dorothy  Holbrook,  14  40 

Oct.     5  Dorothy  Holbrook,  3G  00 

Oct.     5  Ethel  Auld,  30  00 

Nov.  21  Dorothy  Holbrook,  99  00 

Nov.  21  Ethel  Auld,  82  50 

Dec.  17  Helen  W.  Hull,  15  00 

Dec.  17  Ethel  Auld,  45  00 

Dec.  17  Dorothy  Holbrook,  72  00 

I 
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Jan. 

9 

Burton  W.  Irish, 

25 

00 

Jan. 

15 

Burton  W.  Irish, 

25 

00 

Jan. 

20 

Burton  W.  Irish, 

25 

00 

Jan. 

29 

Burton  W.  Irish, 

25 

00 

Jan. 

29 

Ethel  Auld, 

60 

00 

June 

8 

Miss  Lane, 

75 

00 

HIGH  SCHOOL 
Janitor  Service 


1918 

Mar. 

13 

Dean  Kalloch, 

June 

8 

Dean  Kalloch, 

Nov. 

23 

Dean  Kalloch, 

Dec. 

20 

Dean  Kalloch, 

1919 

Feb. 

1 

Dean  Kalloch, 

$16  00 
16  00 
8  00 
8  00 

20  00 


HIGH  SCHOOL 


Fuel 


1918 

Apr.  13  Robinson  Lumber  Co., 

June  17  Robinson  Lumber  Co., 

Nov.     2  Frank  Long, 

SCHOOL  COMMITTEE  AND  OFFICE 
ACCOUNT 


$74  00 
210  50 
40  25 

EXPENSE 


1918 

Mar.  22  C.  F.  Taylor,  $3  00 

Apr.   30  C.  F.  Taylor,  3  00 

Apr.  17  James  Riley,  6  00 

Apr.  29  W.  E.  Sheerer,  2  61 

May     3  C.  E.  Wheeler,  21  26 

May  27  G.  W.  Bachelder,  20  00 

June  20  M.  Humphreys,  3  00 

Sept.  10  Loring  Short  &  Harmon,  3  60 
1919 

Feb.     1  H.  C.  Hull,  3  65 


CO 

TOTAL  DISBURSEMENTS  FOR  COMMON  SCHOOLS 


Orders  drawn  for  teaching,  $4,764  00 

Conveyance,  160  00 

Janitor  Service,  293  77 

Fuel,  816  IS 

Text  Books,  89  17 

Repairs,  347  65 

Insurance,  Apparatus  &  Appliances,  31  31 

Rent,  10  00 
School  Committee  &  Office  Expense  Account,     66  12 


$6,578  20 

TOTAL  DISBURSEMENTS  FOR  HIGH  SCHOOL 

Orders  Drawn  for  teaching,  $1,273  46 

Janitor  Service,  68  00 

Fuel,  .       324  75 

Text  books,  73  01 


$1,739  22 


Sum  total, 


$8,315  69 
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Town  Warrant 


Knox,  ss:  — 

To  William  J.  Hastings  a  Constable  of  St.  George  m 
said  County. 

Greeting: — ■ 

In  the  name  of  the  State  of  Maine,  you  are  hereby 
required  to  notify  and  warn  the  inhabitants  of  St. 
George  qualified  by  law  to  vote  in  Town  affairs  to 
assemble  in  G.  W.  Rawley's  hall  in  said  town  on 
Monday,  the  tenth  (10)th  day  of  March,  A.  D.  1919, 
at  nine  (9)  o'clock  in  the  forenoon  to  act  on  the 
following  articles  to  wit: 

Article  1  To  elect  a  moderator  to  preside  at  said 
meeting. 

Article  2  To  elect  a  Town  Clerk  for  the  ensuing 
year. 

Article  3  To  see  if  the  Town  will  vote  to  accept 
the  reports  of  the  Selectmen,  Treasurer,  Town  Clerk, 
Superintendent  of  Schools  and  Road  Commissioners. 


Article  4  To  elect  one  (1)  member  of  the  Board  of 
Selectmen,  Assessors,  and  Overseers  of  the  Poor, 
Treasurer,  One  (1)  member  of  the  School  Board, 
Auditor,  Tax  Collector,  Fire  Wards,  and  other  neces- 
sary Town  Officers  fix  their  compensation,  and  raise 
a  sum  of  money  for  the  same. 
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Article  5  To  see  what  sum  of  money  the  Town 
will  vote  to  raise  for  the  repairs  of  roads,  bridges, 
sidewalks,  and  cutting  bushes. 

The  Finance  Committee  recommend  $2,000  for 
roads,  $200  for  bridges,  $300  for  Tenants  Harbor 
sidewalks  and  $200  for  Port  Clyde  sidewalks. 

Article  6  To  see  what  sum  of  money  the  Town  will 
vote  to  raise  to  clear  the  roads  of  snow. 

The  Finance  Committee  recommend  $400.00. 

Article  7  To  see  if  the  Town  will  vote  yes  or  no  on 
the  question  of  appropriating  money  necessary  to 
entitle  the  Town  to  State  Aid  as  outlined  in  Section 
(20)  Chap.  (120)  of  the  Public  Laws  of  (1913). 

The  Finance  Committee  recommend  that  we  vote 
yes. 

Article  8  To  see  if  the  Town  will  appropriate  and 
raise  the  sum  of  $533.00  for  the  improvement  of  the 
Section  of  State  Aid  as  outlined  in  the  report  of  the 
State  Highway  Commission  in  addition  to  the  amount 
regularly  raised  for  care  of  ways,  highways  and 
bridges. 

The  Finance  Committee  recommend  that  we  raise 
$533.00. 

Article  9  To  see  if  the  Town  will  vote  to  raise 
money  and  what  sum  for  the  maintenance  of  State 
Highway  during  the  ensuing  year  within  the  limits 
of  the  Town  under  the  provisions  of  Sections  (9)  and 
(18)  of  Chap.  (130)  of  the  Public  Laws  of  1913. 

The  Finance  Committee  recommend  that  we  raise 
$666.00. 

Article  10  To  see  what  sum  of  money  the  Town 
will  vote  to  raise  for  miscellaneous  bills  and  officers 
salaries. 

The  Finance  Committee  recommend  that  we  raise 
$3,000.00. 
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Article  11  To  see  what  sum  of  money  the  Town 
will  vote  to  raise  for  the  support  of  Poor  and  how 
said  money  shall  be  expended. 

The  Finance  Committee  recommend  that  we  raise 
$1,000.00. 

Article  12  To  see  what  sum  of  money  the  Town 
will  vote  to  raise  for  the  support  of  Common  Schools. 

The  Finance  Committee  recommend  that  we  raise 
the  sum  of  $3,100.00. 

Article  13  To  see  what  sum  of  money  the  Town 
will  vote  to  raise  for  the  repair  of  School  buildings. 

The  Finance  Committee  recommend  that  we  raise 
$650.00. 

Article  14  To  see  what  sum  of  money  the  Town 
will  vote  to  raise  for  free  text  books. 

The  Finance  Committee  recommend  that  we  raise 
the  sum  of  $350.00  for  Common  Schools  and  $150.00 
for  High  School. 

Article  15  To  see  what  sum  of  money  the  Town 
will  vote  to  raise  for  the  support  of  free  High  School 
for  the  ensuing  year. 

The  Finance  Committee  recommend  that  we  raise 
the  sum  of  $1,000.00. 

Article  16  To  see  what  sum  of  money  the  Town 
will  vote  to  raise  for  School  insurance,  apparatus  and 
appliances. 

The  Finance  Committee  recommend  that  we  raise 
$100.00. 

Article  17  To  see  what  sum  of  money  the  Town 
will  vote  to  raise  for  Janitors  services  and  fuel  for 
High  school  for  the  ensuing  year. 

The  Finance  Committee  recommend  the  sum  of 
$150.00. 

Article  18  To  see  if  the  Town  will  appropriate  and 
raise  the  sum  of  $200.00  for  the  improvement  of  the 
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Lighthouse  Road  so  called  beginning  near  the  resi- 
dence of  Ellison  Hart  and  continuing  south. 

The  Finance  Committee  recommend  that  we  raise 
the  sum  of  $200.00. 

Article  19  To  see  if  the  Town  will  vote  to  lay  out 
$350.00  on  the  Glenmere  Road  so  called  beginning  at 
the  School  House  corner  at  Port  Clyde  and  contin- 
uing in  a  northerly  direction.  Saidmoney  to  come  out 
of  the  general  road  funds. 

The  Finance  Committee  recommend  that  $350.00 
he  expended  as  outlined  above. 

Article  20  To  see  if  the  Town  will  vote  to  raise 
the  sum  of  $300.00  to  repair  certain  bad  places  in  the 
road  between  where  they  left  off  with  the  permanent 
road  and  Davis  turn  so  called  at  Clark  Island. 

The  Finance  Committee  recommend  that  we  raise 
$300.00  for  this  work. 

^  Article  21  To  see  if  the  Town  will  vote  to  pay  the 
bills  contracted  by  John  Morris  Jr.,  and  family  during 
the  six  weeks  they  were  under  quarantine  for  in- 
fantile paralysis  in  the  fall  of  1916  and  raise  a  sum 
of  money  for  same. 

Article  22  To  see  what  sum  of  money  the  Town 
will  vote  to  raise  for  the  support  of  the  Mothers 
Aid  bill  so  called. 

The  Finance  Committee  recommend  that  we  raise 
$510.00. 

Article  23  To  see  if  the  Town  will  vote  to  raise  the 
sum  of  $1,000.00  to  pay  road  bond  for  the  ensuing 
year. 

The  Finance  Committee  recommend  the  sum  of 
$1,000.00. 

Article  24  To  see  if  the  Town  will  vote  to  raise 
the  sum  of  $640.00  to  pay  interest  on  Town  bond  for 
the  ensuing  year. 

The  Finance  Committee  recommend  the  sum  of 
$640.00. 
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Article  25  To  see  if  the  Town  will  appropriate  and 
raise  the  sum  of  $1,400.00  for  the  conveyance  of 
School  Scholars  in  Town  for  the  ensuing  year. 

The  Finance  Committee  recommend  the  sum  of 
£1,400.00. 

Article  26  To  see  what  discount  the  Town  will 
vote  to  allow  on  taxes  paid  on  or  before  a  certain 
time. 

Article  27  To  see  if  the  Town  will  vote  to  fix  a 
time  when  taxes  shall  be  due  and  payable. 

Article  28  To  see  if  the  Town  will  vote  to  raise 
$100.00  for  special  work  at  the  poor  farm. 

The  Board  of  Selectmen  recommend  that  this 
amount  be  raised. 

Article  29  To  see  what  action  the  Town  will  vote 
in  regard  to  the  Rufus  Kinney  estate. 

Article  30  To  see  if  the  Town  will  vote  to  have  an 
appropriation  committee  and  how  said  committee 
shall  be  selected. 

Article  31  To  see  if  the  Towm  will  vote  to  expend 
$50.00  on  road  leading  to  the  R.  P.  Angier  property 
from  the  Glenmere  road  so  called  and  take  same  from 
the  general  road  funds. 

The  Finance  Committee  recommend  that  this 
amount  be  expended  on  road  mentioned  above. 

Article  32  To  transact  any  other  business  that 
may  legally  come  before  said  meeting. 

The  Selectmen  will  be  in  session  on  Saturday, 
March  (8)  1919. 

Given  under  our  hands  this  (ll)th  day  of  Febru- 
ary, 1919. 


/ 


P.  G.  RIVERS, 
FRED  S.  SEAVEY, 
FRED  H.  SMALLEY, 
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Town  Officers  for  1919-20 


Moderator 
FRANKLIN  TRUSSELL 

Town  Clerk 
CHARLES  E.  WHEELER  , 

Selectmen,  Assessors  and  Overseers  of  the  Poor 
FRED  H.  SMALLEY  WINSLOW  L.  ROBINSON 

RODNEY  A.  SIMMONS 

Treasurer 
HENRY  F.  KALLOCK 

Superintendent  of  Schools 
H.  C.  HULL  CHARLES  0.  TURNER 

School  Committee 

CHARLES  E.  WHEELER,  term  expires  1920 
MANFRED  HUMPHREY,  resigned 
ALBERT  J.  RAWLEY,  term  expires  1920 

Board  of  Health 

RODNEY  A.  SIMMONS,  term  expires  1920 
WILLIAM  C.  HASTINGS,  "  1922 

DR.  CHARLES  LEACH,  "  1921 

Health  Officer 
DR.  CHARLES  LEACH,  term  expires  1921 


Collector  of  Taxes 
GRANVILLE  BACHELDER 

Auditor 
DR.  WALTER  D.  HALL 

Road  Commissioners 
NELSON  H.  GARDNER,  FRANK  WESTON  PIERSON 

Selectmen's  Appointments 
Constables 

G.  N.  BACHELDER  W.  J.  HASTINGS 

Police  Officers 

GEORGE  BROWN  WINSLOW  L.  ROBINSON 

CHARLES  BICKMORE         F.  W.  PIERSON 

Surveyors  of  Lumber 
E.  E.  ALLEN  JOSEPH  ROBINSON 

Harbor  Master 
CHARLES  RAWLEY 

Master  of  Almshouse 
FRED  L.  KEENE     .  ' 

Dog  Killer 
GRANVILLE  BACHELDER 

Sealer  of  Weights  and  Measures,  joint  appointment  with 
South  Thomaston 

Election  Ballot  Clerks 
L.  W.  SEAVEY  WESTON  H.  WILEY 

JOHN  MONAGHAN  THOMAS  HART 

Town  Weigher 
P.  G.  RIVERS 


Selectmen's  Report 


APPROPRIATIONS,  1919 


Miscellaneous  bills  and  officers'  salaries  $3,000  00 

Support  of  poor  1,000  00 

Support  of  High  school  1,000  00 

Janitor,  High  school  186  00 

Text  books  for  High  school  150  00 

Common  schools  3, 100  00 

Text  books  for  common  schools  350  00 

Insurance,  apparatus  and  appliances  100  00 

Repairs,  common  schools  650  00 

Repairs,  High  school  225  00 

Conveyance,  High  school  1,400  00 

Mother's  aid  510  00 

Poor  farm  repairs  100  00 

Watering  tub  25  00 

Clark  Island  special  300  00 

Snow  account  400  00 

State  highway  joint  fund  533  00 

Patrol  maintenance  State  highway  666  00 

Town  bond  1,000  00 

Interest  on  town  bond  640  00 

Common  roads  and  bridges  1,600  00 

Lighthouse  road  200  00 

Port  Clyde  road  350  00 

Angier  road  50  00 

Sidewalks,  Tenants  Harbor  300  00 

Sidewalks,  Port  Clyde  200  00 

Amount  of  appropriations  $18, 035  00 
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State  tax  4,217  79 

County  tax  987  62 

Overlay  119  35 


Total  $23,359  76 

VALUATION  APRIL  1,  1919 

Real  estate,  resident  $309,243  00 

Real  estate,  non-resident  159,460  00 

Personal  estate,  resident  74,209  00 

Personal  estate,  non-resident  27,845  00 


Total  valuation  $570,757  00 
Rate  of  taxation  on  a  dollar  .038. 

Total  sum  raised  on  valuation  21,688  76 

Tax  on  557  polls  at  $3  each  1,671  00 

$23,359  76 

By  additions  14  70 


Total  commitment  to  G.  N.  Bachelder, 

collector  $23,374  46 

TOWN  ORDERS  DRAWN  FOR  MISCELLANEOUS 

BILLS 

Mrs.  James  Smith,  house  rent  for  Mrs.  Marriner  $  30  00 

P.  G.  Rivers,  sundries  20  00 

Rockland  Garage,  transportation  Mem.  service  20  00 

Knox  Pub.  Co.,  printing  town  reports  109  50 

Loring,  Short  &  Harmon,  office  supplies  12  95 

New  Eng.  Tel.  &  Tel.  Co.  30 

Loring,  Short  &  Harmon,  office  supplies  3  20 

Franklin  Trussell,  interest  on  $1500  note  67  50 

H.  C.  Hull  3  45 

F.  W.  Pierson,  repair  on  road  machine  35  09 

New  Eng.  Tel.  &  Tel.  Co.  85 
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M.  A.  Johnson,  legal  advice  1  00 

W.  L.  Robinson,  cream  separator,  Poor  farm  85  00 

Loring,  Short  &  Harmon,  supplies  Town  Clerk  2  75 

G.  N.  Bachelder,  discount  on  tax  to  July  1  272  29 
John  Morris,  Sr.,  maintaining  watering  place  3  00 
New  Eng.  Tel.  &  Tel.  Co.  80 
New  Eng.  Tel.  &  Tel.  Co.  10 
Loring,  Short  &  Harmon,  check  lists  1  05 
Franklin  Trussell,  forest  fire  supplies  6  05 
Extinguishing  forest  fires  23  00 
Whitney  &  Brackett,  Board  of  Health  supplies  2  00 
E.  S.  Vose,  road  machine  repairs  11  42 
Harold  Hupper,  transporting  insane  60  00 
William  J.  Hastings,  constable,  trans,  insane  27  75 
Miles  Watts,  road  machine  repairs  9  00 
D.  S.  Kallock,  labor  1  00 
W.  J.  Hastings  labor  75 
Error  in  commitment  27  65 
American  LaFrance  fire  engine  supplies  31  12 
New  England  Tel.  &  Telegraph  Co.  1  95 
J.  K.  Monaghan,  road  machine  repairs  3  00 
Knox  Memorial  fund                                       100  00 

H.  F.  Kallock  Co.,  furnish  John  Morris,  Jr.,  quar  43  07 
Charles  Rawley,  town  hall  rent  for  1918-19  40  00 
Franklin  Trussell,  chemical  engine  supplies  5  18 
H.  F.  Kallock,  postage  and  supplies  1  78 

G.  N.  Bachelder,  taking  school  census  20  00 
Dr.  C.  H.  Leach,  quarantine  supplies  3  25 

filing  certificates  births,  deaths    7  50 

H.  F.  Kallock  Co.,  supplies  town  officers,  station- 

ery, ink,  etc.  1  05 

G.  N.  Bachelder,  tax  blanks  5  00 

John  Ogala,  watering  tub  6  00 

Fred  H.  Smalley,  postage  and  telephone  7  20 


C.  E.  Wheeler,  recording  marriages,  births,  deaths 
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and  burial  permits 

34 

70 

Town  of  St.  George  paid  tax  on  Geo.  Lovell  prop 

erty 

13 

30 

Tax  and  expense  on  Wilbur  Allen  property,  bid 

in  by  town 

12 

00 

Tax  and  expense  on  Wm.  Burd  property,  bid  in 

by  town 

7 

20 

Huston  &  Tuttle,  paper  for  town  report  copy 

4 

10 

Fred  L.  Keene,  horse  shoeing 

12 

00 

lax  and  expense  Joseph  Bend  property  bid  m 

by  town 

11 

00 

G.  N.  Bachelder,  abated  1913 

3 

00 

iyi4 

r 

0 

uu 

1915 

111 

00 

1916 

120 

00 

1917 

3 

00 

1918 

11 

55 

1919 

368 

95 

$1 

831 

73 

L.  W.  Seavey,  ballot  clerk 

$  5 

50 

James  Riley,  salary  school  board 

7 

00 

H.  C.  Hull,  supt.  of  school  services 

20 

84 

Wm.  J.  Hastings,  posting  notices 

3 

00 

A.  C.  Hocking,  auditor 

6 

00 

H.  C.  Hull,  school  supt.  service 

20 

84 

H.  C.  Hull, 

20 

84 

Fred  L.  Keene,  one-quarter  salary  almshouse 

75 

00 

H.  C.  Hull,  school  supt. 

20 

84 

Rodney  A.  Simmons,  one-third  salary  selectmen 

50 

00 

G.  N.  Bachelder,  com.  collecting  taxes 

272 

29 

dog  killer 

15 

00 

H.  C.  Hull,  school  supt. 

20 

84 

>-  — ^ 
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Fred  H.  Smalley,  1-2  salary  selectman  100  00 

Fred  L.  Keene,  1-4  salary  almshouse  75  00 

L.  W.  Seavey,  ballot  clerk  3  00 

Thomas  Hart,  election  clerk  3  00 

C.  0.  Turner,  school  supt.  40  00 

Rodney  A.  Simmons,  1-3  salary  selectman  50  00 

Fred  H.  Smalley,  1-4  salary  selectman  50  00 

Wm.  J.  Hastings,  posting  notices  3  00 

board  of  health  8  00 

Fred  L.  Keene,  1-4  salary  almshouse  75  00 

Weston  H.  Wiley,  ballot  clerk  3  00 

C.  O.  Turner,  school  supt.  25  42 

J.  K.  Monaghan,  election  clerk  3  00 

C.  O.  Turner,  school  supt.  25  42 

Fred  L.  Keene,  1-4  salary  supt.  almshouse  75  00 

H.  F.  Kallock,  salary  treasurer  85  00 
Fred  H.  Smalley,  one-fourth  salary  Selectman       50  00 

Rodney  A.  Simmons,    "          "           "  50  00 

Winslow  L.  Robinson,              "           "  150  00 

Manfred  Humphrey,  salary  School  Board  7  00 

Dr.  C.  H.  Leach,  Board  of  Health  5  00 

Rodney  A.  Simmons,  Board  of  Health  5  00 

C.  E.  Wheeler,  salary,  Town  Clerk  35  00 

G.  N.  Bachelder,  commission  1917  32 

G.  N.  Bachelder,  commission  1918  1  29 

C.  E.  Wheeler,  salary,  School  Board  7  00 

G.  N.  Bachelder,  commission,  taxes  1919  279  42 

C.  O.  Turner,  Supt.  salary  25  42 

C.  O.  Turner,  Supt.  salary  25  42 

James  Riley,  attending  union  school  meeting  6  00 

$1,808  70 
1,831  73 


7l 


1,640  43 
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By  appropriation  $3,000  00 

By  overdraft  640  43 

$3,640  43 

SUPPLIES  FURNISHED  ALMSHOUSE 

Fred  Keene,  paid  out  by  cash  $  35  11 

J.  A.  Ewell,  furnished  Almshouse  158  95 

H.  F.  Kallock  Co.,  supplies  10  30 

J.  A.  Ewell,                "  227  05 

J.  A.  Ewell,               "  240  34 

H.  F.  Kallock  Go.,  9  00 

J.  K.  Monaghan,         "  3  99 

J.  A.  Ewell,                       Edwin  Alley  4  12 

Joseph  Robinson,                fertilizer  15  00 

J.  A.  Ewell,               "      Edwin  Alley  3  87 

J.  A.  Ewell,               "  205  82 

Fred  Keene,  paid  out  cash  for  wagon  repairs  3  50 
H.  F.  Kallock  Co.,  supplies  Almshouse,  hardware   4  49 

James  Thomas,  one-half  ton  hay  8  00 

Wagon  Repairs  3  50 

Mary  E.  Wheeler,  bedding  18  60 

$948  14 


RECEIVED  BY  CASH  AND  PRODUCE  AT  ALMS- 
HOUSE 

Received  from  Fred  L.  Keene,  cash  for  produce  $  71  91 

185  10 
139  68 
97  09 

' '    St.  George,  cash  for  gravel  40  60 

"   Axel  Peterson,  board  45  00 

for  board,  Andrew  Johnson  208  00 

$788  38 
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EXPENSE  OF  POOR  IN  TOWN 

Robert  Wood,  furnished  1  cord  wood  $  9  00 

John  Morris,  house  rent  for  Mr.  Erickson  13  50 

Annie  B.  Smith,  house  rent  for  Mr.  Marriner        20  00 

"  '    "  "  20  00 

John  Morris,         "       "     "  "  21  00 

Booth  Bros.,  supplies,  Oliver  Hyvarnen  44  00 

Annie  B.  Smith,  house  rent,  Mrs.  Marriner  20  00 

Fred  H.  Smalley,  supplies,  Oliver  Hyvarnen         17  00 

wood      9  00 

Hooper  &  Seavey,  furnished  quarantine,  family     22  42 

$195  92 

EXPENSE  OF  POOR  OUT  OF  TOWN 

Maine  Children's  Home  So.  supplies  ElenoraMatson  21  97 

11  08 
31  33 
11  32 

Rockland  Board  of  Health,  fumigating  Annie  Flood  5  00 
Maine  Children's  Home  So.  board  Elenora  Matson  11  08 
F.  O.  Bartlett,  medical  attendance  Annie  Flood  10  50 
Maine  Children's  Home  So.  board  ElenoraMatson  13  38 

"    20  91 

"     12  64 


$160  29 

ORDERS  DRAWN  FOR  MOTHER'S  AID 

Vedie  Maker,  mother's  aid,  1-2  reimbursed  $  66  00 
City  Treas.  Rockland,  Lottie  B.  Grant,  AnnieFlood  60  00 
Abby  Llingsby,  mother's  aid  1-2  reimbursed  66  00 
Vedie  Maker         "         "         "  66  00 

City  of  Rockland,  Lottie  B.  Grant,  Annie  D.  Flood   54  00 

73  00 


II 


Annie  Flood,  mother's  aid,  Oct.  1-2  reimbursed     40  00 

Nov.  "  "  40  00 
City  of  Rockland,  mother's  aid,  Lottie  B.  Grant  24  00 
Annie  D.  Flood,  mother's  aid,  Dec.  1-2  reimbursed  40  00 

$529  00 

$159  00 


By  due  from  state  on  state  account 
By  paid 

Balance  due  town 


121  00 


38  00 


STATE  AID  FOR  DEPENDENTS  OF  SAILORS  AND 
SOLDIERS 

By  amount  due  town  from  state 
Mrs.  Herbert  Hawkins,  State  aid  dependent 
Mrs.  Rebecca  Hawkins, 
Mrs.  William  Imlach, 
Mrs.  Harold  Mason,         "  " 
Mrs.  Etta  Rawley,  "  " 

Mrs.  Alliverde  Hall, 
Mrs.  William  Imlach, 
Mrs.  Harold  Mason, 
Mrs.  Herbert  Hawkins, 
Mrs.  Rebecca  Hawkins, 
Calvin  Smith,  "  " 

Mrs.  Alliverde  Hall,         "  " 
Mrs.  Herbert  Hawkins,     "  " 
Mrs.  Rebecca  Hawkins, 
Mrs.  Harold  Mason,         "  " 
Mrs.  Alliverde  Hall,         "  " 
Mrs.  Herbert  Hawkins, 
Mrs.  Rebecca  Hawkins, 
Mrs.  Harold  Mason, 
Mrs.  Harold  Mason,         "  " 
Mrs.  Addie  Kelso,  11  u 


$26 

00 

33 

00 

24 

00 

24 

00 

33 

00 

9 

00 

16 

00 

5 

70 

22 

00 

22 

00 

16 

00 

2 

79 

16 

00 

22 

00 

16 

00 

22 

00 

32 

00 

16 

50 

12 

00 

38 

50 

22 

00 

42 

27 

$472  77 
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Amount  paid  town  from  State  $  26  00 

Am't  paid  on  Addie  Kelso's  bill,  1917  42  27 
Am't  paid  by  State  to  treasurer  404  50 

  $472  77 

STATE  PAUPER  ACCOUNT 
Mrs.  Eunice  Burdick,  board  Pikkarinen  children  $120  00 


C.  H.  Leach,  medical  attendance  4  00 

Maria  Houkonen,  board  and  care  Johnson  children  30  00 
Fred  H.  Smalley,  transportation  Fannie  Johnson  4  00 
Children's  hospital,  board  and  treatment  63  00 

Eunice  Burdick  board,  care  Pikkarinen  children  120  00 
medicine  for  "  "  2  00 

C.  H.  Leach,  medical  attendance  Fannie  Johnson  20  00 
J.  A.  Ewell,  supplies  Andrew  Johnson  4  52 

Children's  Hospital,  board  Fannie  Johnson  69  75 

67  50 

Maria  Houkonen,  board  and  care  Johnson  children  30  00 
Children's  Hospital,  board  Fannie  Johnson  69  75 

Eunice  Burdick  board  Pikkarinen  children  120  00 

Children's  Hospital,  board  Fannie  Johnson  67  50 

J.  A.  Ewell,  supplies  Andrew  Johnson  7  20 

Children's  Hospital,  board  Fannie  Johnson  70  75 

Eunice  Burdick,  board,  care  Pikkarinen  children  47  40 
Children's  Hospital,  board  Fannie  Johnson  67  50 

Mrs.  E.  G.  Sargent,  board  and  care  Pikkarinen 

children  72  00 

Maria  Houkonen,  board  Johnson  children  30  00 

J.  A.  Ewell,  supplies  Andrew  Johnson  2  82 

Maria  Houkonen,  Johnson  children  30  00 

Mrs.  J.  K.  Monaghan,  supplies  Pikkarinen 

children  16  81 

Children's  Hospital,  board  Fannie  Johnson  139  50 

E.  G.  Sargent,  supplies  Pikkarinen  children  9  40 


$1,285  40 
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Received  from  state  $1,189  52 

Due  from  state  95  88 

 $1,285  40 

REPAIRS  ON  ALMSHOUSE  BUILDING 

H.  F.  Kalloch  Co.,  material  $45  56 

Frank  Kerswell.  labor  51  25 

Robinson  Lumber  Co. ,  material  3  40 


By  appropriation  $100  00 

By  overdraft  21 


$100  21 


$100  21 


WATERING  TUB,  WILEY'S  CORNER 

By  appropriation  $25  00 

To  Maynard  Kenney,  building  box  $  3  50 
By  balance  unexpended  21  50 


$25  00 


INMATES  AT  ALMSHOUSE 

Haulsie  Harrington,  age  84  years 
Andrew  Johnson,  age  73  years 
Edwin  S.  Alley,  age  75  years 
Michael  Hendrickson,  age  69  years 
Admitted  during  the  year  1 

INVENTORY  OF  STOCK,  ETC..  AT  POOR  FARM 

25  bu.  potatoes,  20  bu.  turnips,  1  bu.  beans,  1  bu. 
beets,  1-2  bbl.  sour  krout,  3-4  bbl.  salt  pork,  107  lbs. 
fresh  pork,  3  1-2  tons  of  hay,  17  cords  wood. 

LIVE  STOCK  ON  POOR  FARM 
2  cows,  25  hens 
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LICENSES  GRANTED 


R.  Thompson,  pool  table 

$10 

00 

Copeland  &  French,  weir  license 

5 

00 

Paid  treasurer 

$15 

00 

PROPERTY  OWNED  BY  TOWN 

Wilhelmina  Hobbs  house  lot  Dist.  3 

Stephen  Jones  1-2  acre  land  Dist.  3 

Heirs  of  George  Lovell  property 

0.  Spear  or  owner  Dist.  No.  2 

SUMMARY  OF  ORDERS  DRAWN 

Town  orders 

$7,266 

91 

School  orders 

8,393 

95 

Summer  road  orders 

5,325 

26 

Winter  road  orders 

2 

92 

AMOUNT  OF  TOWN  BONDS  DRAWN 

Franklin  Trussell 

$  700 

00 

Ernest  Rawley 

100 

00 

L.  Wilson 

100 

00 

D.  W.  Giles 

100 

00 

$1,000 

00 

By  appropriation 

$1,000 

00 

INTEREST  ON  TOWN  BONDS 

Franklin  Trussell 

$320 

00 

Charles  Rawley 

80 

00 

Ernest  Rawley 

112 

00 

D.  W.  Giles 

36 

00 

P.  G.  Rivers 

40 

00 

15 


L.  L.  Wilson  40  00 

A.  H.  Andrews  .  12  00 


$640  00 

By  appropriation  $640  00 


I  have  examined  above  and  found  it  correct  to  the 
best  of  judgment. 

WALTER  D.  HALL,  Auditor, 


Roads,  Bridges  and  Sidewalks 


COMMON  ROAD  IN  ACCOUNT  WITH  NELSON  H. 
GARDNER 

To  expended  N.  H.  Gardner,  labor  $   255  27 

640  45 
278  89 
201  90 
21  20 


As  per  payroll  in  town  office  on  file  $1,397  71 

Total  expenditures  $1,397  71 

By  appropriation  for  N.  H.  Gardner  $850  00 

By  overdrawn  547  71 


,397  71 


SIDEWALKS-TENANTS  HARBOR 

By  appropriation  $300  00 

To  expended  $177  35 

By  unexpended  balance  122  65 

  $300  00 

SIDEWALKS -PORT  CLYDE 
By  appropriation  $200  00 

To  unexpended  balance  $200  00 

STATE  ROAD  JOINT  FUND 

By  appropriation  $   533  00 

By  amount  received  from  state  698  65 

Overdrawn  12  68 

To  amount  expended  $1,244  33 
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CLARK  ISLAND  SPECIAL 
By  appropriation  $300  00 

To  expended  $300  00 

GLENMERE  SPECIAL 

By  appropriation  $350  00 

To  expended  $328  05 

Unexpended  balance  21  95 

 $350  00 


SNOW  ACCOUNT  FOR  1919 

By  appropriation  $400  00 

To  expended  $   2  92 

By  balance  unexpended  397  08 


ANGIER  ROAD 


$400  00 


To  amount  expended  $53  10 

By  appropriation  50  00 


By  overdraft  $  3  10 

LIGHT-HOUSE  ROAD 

By  appropriation  $200  00 

To  amount  expended  $156  00 

By  balance  unexpended  44  00 


$200  00 


ROADS,  HIGHWAYS  AND  BRIDGES 

Orders  drawn  in  account  with  F.  W.  Pierson,  Com. 
To  F.  W.  Pierson,  balance  from  1918  $   10  00 

labor  100  00 

150  00 


18 


400  00 
500  00 
62  40 

Expended  $1,212  40 

By  balance  due  town  10  00 

By  road  orders  drawn  $1,222  40 

EXPENDITURES  TAKEN  FROM  AVAILABLE 
FUND 

By  appropriation  $1,250  00 

Due  from  last  year  10  00 

 $1,260  00 

By  expended  $1,212  40 

Unexpended  47  60 

 $1,260  00 

FINANCIAL  STANDING  OF  ROADS,  BRIDGES 
AND  SIDEWALKS 


To  expended  Clark  Island  special 

$  300 

00 

' '         Glenmere  road  special 

328 

05 

F.  W.  Pierson,  labor 

912 

30 

N.  H.  Gardner,  labor 

1,397 

71 

Common  road,  outside  com. 

289 

52 

Sidewalks  Tenants  Harbor 

177 

35 

$3,404 

93 

By  appropriation                          $3,000  00 

Overdrawn                                      404  93 

$3,404 

93 

PATROL  MAINTENANCE 

By  appropriation 

$666 

00 

To  expended 

666 

00 

\ 
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SUMMARY  OF  EXPENDITURES 

By  treasurer's  report  $5,325  26 
To  expended  common  roads            $3,404  93 
Patrol  maintenance        666  00 
Joint  fund                 1,254  33 

  $5,325  26 

EXPENDED  BY  F.  W.  PIERSON,  COMMISSIONER, 
NORTH  SECTION 

F.  W.  Pierson,  labor  $  385  70 

C.  I.  Watts  195  55 

F.  H.  Smalley  131  45 

James  Thomas  127  90 

Chas.  Kalloch  125  25 

John  Wiley  29  70 

Walter  Steele,  gravel  20  00 

Austin  Watts,  labor  38  85 

Wilbur  Watts  37  50 

Melvin  Cline  10  00 

Jack  Carver  45  90 

Sanford  Barter  6  75 

Leland  Pierson  5  40 

Maynard  Kinney  3  75 

F.  W.  Pierson  13  00 

C.  I.  Watts  12  00 

John  Wiley  5  40 

Merrill  Watts  5  40 

Walter  Steele  3  75 

W.  L.  Gilchrest  3  75 

Hiram  Jones  5  40 

$1,212  40 

By  balance  due  town  1918  10  00 

$1,222  40 


20 


Road  orders  drawn  1919  $1,222  40 

LABOR  ON  BRIDGES 

N.  H.  Gardner  $  3  00 

Leo  Hooper  7  50 

G.  N.  Bachelder  3  00 

Howard  Barter  2  70 

Ezekiei  Jones  1  50 


TENANTS  HARBOR 


PAID  FOR  GRAVEL 


$17  70 


N.  H.  Gardner  and  team  $  37  80 

Ed.  Hart  and  team  6  00 

Howard  Barter  16  20 

Frank  Morris  36  00 

Isaiah  Balano  16  20 

Frank  Long  16  20 

Howard  Wall  16  20 

H.  H.  Hupper  and  team  30  00 

Ed.  Pease  8  10 

Frank  Morris,  gravel  19  20 


$201  90 


Frank  Morris,  gravel  $19  65 

Joel  Hupper  5  85 

E.  S.  Hooper  12  40 

Sam  Davis  4  50 

Ervin  Teal  26  10 

Mrs.  Marshall  15 

George  McRobinson  27  10 

$95  75 


m 

ELMORE  ROAD,  1919 


Edwin  Hart  and  team  $  24  00 

John  Cook  and  team  18  00 

H.  H.  Hupper  and  team  33  00 

Sidney  Dow  and  1  horse  3  50 

George  Johnson  2  70 

Howard  Barter  12  15 

Leo  Hooper  10  80 

N.  H.  Gardner  and  team  28  35 

John  Cook  2  70 

Benj.  Pooley,  cutting  bushes  10  80 

Will  Hastings,  labor  on  crossing  3  00 


$149  00 

GLENMERE  ROAD,  1919 

N.  H.  Gardner  and  team  $  3  30 

John  Cook  1  50 

H.  H.  Hupper  and  team  24  00 

Fred  Stimpson  15  90 

Freeland  Stimpson  13  20 

H.  Barter  2  70 

N.  H.  Gardner  17  64 

John  Cook  32  28 


$110  52 

ANGIER  ROAD,  1919 

N.  H.  Gardner  $  9  00 

H.  H.  Hupper  and  team  18  00 

John  Cook  and  team  18  00 

McLellan  8  10 


$53  10 
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HUPPER' S  LANE  1919 

11  kj  -i  J-  uii  kj    l            i  J ,  ±t/i.t/ 

JN.  rl.  (jrardner 

$  3  00 

H.  H.  Hupper 

O  Art 

o  UO 

Howard  Barter 

1  35 

John  Cook 

A  70 

Leo  Hooper 

2  70 

$12  75 

MILLBRIDGE,  1919 

N.  H.  Gardner- 

$   2  00 

K.  Inompson,  carting 

1  20 

L.  C.  Gardner 

8  10 

Leo  Hooper 

5  25 

John  Cook 

6  75 

F.  Trussell,  stringers 

4  00 

Joe  Hooper 

5  70 

Fred  Hooper 

2  70 

M.  J.  Harris,  nails 

2  34 

Eddie  Hart,  labor 

3  50 

LIGHTHOUSE  ROAD,  1919 

Howard  Barter,  cutting  bushes 

$  19  80 

H.  H.  Hupper  and  team 

30  00 

Edwin  Hart  and  team 

36  00 

N.  H.  Gardner  and  team 

37  80 

Leo  Hooper 

16  20 

Benj.  Pooley 

16  20 

$156  00 
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HORSE  POINT,  1919 

$  31  50 
30  00 
30  00 
13  50 
13  50 
13  50 
13  50 


$145  50 

BURNHAM  MORRILL  ROAD,  1919 


N.  H.  Gardner  and  team  $   6  30 

H.  H.  Hupper  and  team  12  00 

Benj.  Pooley  2  70 

Edwin  Hart  6  00 

Howard  Barter  2  70 

Leo  Hooper  2  70 


$32  40 

WALLSTON  ROAD,  1919 

Benj.  Pooley  $  13  50 

Benj.  Pooley,  cutting  bushes  55  35 

N.  H.  Gardner  and  team  31  50 

Howard  Barter  13  50 

H.  H.  Hupper  and  team  30  00 

Edwin  Hart  and  team  30  00 

Leo  Hooper  13  50 

Frank  Morris  6  00 


$193  35 


N.  H.  Gardner  and  team 
Edwin  Hart  and  team 
H.  H.  Hupper  and  team 
Howard  Barter 
Leo  Hooper 
Benj.  Pooley 
Fred  Hooper 
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PORT  CLYDE  ROAD,  1919 


Hooper  &  Seavey,  trucks  $  70  64 

N.  H.  Gardner  24  66 

Leo  Hooper  18  15 

Isiah  Balano  10  95 

Benj.  Pooley  10  95 

Frank  Morris  9  60 

Frank  Long  6  30 

Lozier  Wilson  18  90 

Howard  Barter  2  70 

Freeland  Stimpson  8  10 


$180  95 

TENANTS  HARBOR  ROAD,  1919 

H.  H.  Hupper  $3  00 

Leo  Hooper  1  35 

N.  H.  Gardner  3  00 


$7  35 


Abatements 


1913 

Forrest  Messenger  $3  00 

1914 

Joe  Marshall  5  00 

1915 

Arvid  Mackala  3  00 

Ollie  Pickering  3  00 

John  Johnson  3  00 

A.  Nickelson  3  00 

John  Lashley  3  00 

John  Hill  3  00 

John  Lane,  No.  1  3  00 

Charles  Anderson,  No.  2  3  00 

Joseph  Kallio  3  00 

James  Kent  3  00 

Oscar  Karlson  3  00 

Elmer  Karlson  3  00 

John  Dohlgren  3  00 

Andrey  Dowie  3  00 

Gus.  Frederickson  3  00 

Alfred  Hasty  3  00 

James  Helps  3  00 

Olaf  Johnson  3  00 

Ami!  Johnson  3  00 

John  Leith  3  00 

John  Louma  3  00 

Karl  Malstrom  3  00 

Alex.  Morgan  3  00 

James  Olson  3  00 
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Karl  Olson 

3  00 

Amel  Sai 

3  00 

John  Sarkoist 

3  00 

Peter  Summerson 

3  00 

David  Wilson 

O  AA 

3  00 

GV)flY*]pc!  AA/fi  1  fpyc; 
vjiicii  icis   vv  aitci  ij 

Swan  Nystrom 

3  00 

Matt  Johnson,  No,  5 

3  00 

Julius  Gambol 

3  00 

Patrick  Turlev 

3  00 

Alex  Lawson 

3  00 

Charles  Stein 

3  00 

108  00 

1916 

C.  0.  Nelson 

3  00 

Jalmer  Nelson 

3  00 

Linden  Olson 

3  00 

Kruti  Peterson 

3  00 

Wm.  Woodbine 

3  00 

Wilford  Bergstrom 

3  00 

Wm.  Erickson,  No.  2 

3  00 

A.  Hobnkorsitt 

3  00 

Walter  Mann 

3  00 

Emil  Tanberg 

3  00 

Angus  Ansonen 

3  00 

John  Haher 

3  00 

John  Luke 

3  00 

Topias  Makinen 

3  00 

Anderson  Matson 

3  00 

John  Matson,  No.  1 

3  00 

Charles  Hanpai 

3  00 

John  Matson 

3  00 

Gus  Swanson 

3  00 

Edwin  Hilstron 

3  00 
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Welton  Lingren  3  OG 

Amel  Mantyl  3  00 

Seguent  Olson  3  00 

Oscar  Swanson  3  00 

Augusta  Wilson  3  00 

Silvan  Mystrom  3  00 

Swan  Karlson  3  00 

David  Hill  3  00 

Otto  Rajala  3  00 

Ristyion  Ikonsit  3  00 

Andrew  Kolliokoski  3  00 

Charles  Hamalin  3  00 

Henry  Hill,  No.  2  3  00 

Crute  Hilstrom                  •  3  00 

Alma  Kalio  3  00 

Andrew  Bergstine  3  00 

Charles  Elgland  3  00 

Willie  Goose  3  00 

Loui  Snovi  3  00 

Alex  Nelson  3  00 

120  00 

1917 

Charles  Walters  3  00 

1918 

David  Marriner  3  00 

J,  S.  Randlett  4  70 

James  Barter  3  00 

Henry  Dunbar  85 

11  55 

1919 

Melvin  Gilchrest,  not  liable  3  00 

Hervey  Kinney          "  3  00 

W.  L.  Gilchrest         "  3  00 

John  Morris              "  3  00 
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Oliver  Hyvarnin,  unable  to  pay 

19  70 

Alex  Smith,  last  service 

3  00 

Swain  Wagel,  not  liable 

3  00 

D.  T.  Haskell, 

3  00 

H.  E.  Dunbar, 

3  00 

Ervin  P.  Teel,  over  value 

95 

Alfred  Williamson,  not  liable 

3  00 

C.  H.  Wiley,  not  liable 

3  00 

Hiram  Russell,  deceased 

12  40 

Herbert  Marshall,  not  liable 

3  00 

Eliza  Brown, 

1  90 

Heirs  of  S.  N.  Robinson,  not  liable 

5  80 

H.  K.  Willey,  not  liable 

3  00 

Alden  Chaples, 

4  90 

Clarence  Thompson,  over  valuation 

1  10 

Fred  Balano,        not  liable 

3  00 

William  Clater 

3  00 

B.  0.  Farnsworth 

3  00 

Fred  Teel 

3  00 

John  Coffin 

3  00 

Colley  Hupper 

3  00 

Hatton  Wilson,  not  liable 

3  00 

Forest  Hupper, 

3  00 

Hattie  Jones 

8  20 

Fred  Giles,  not  liable 

3  00 

Robert  E.  Scott,  Jr.,  not  liable 

3  00 

Albion  Meservey,  over  valuation 

2  05 

Benjamin  Pooley,  not  liable 

3  00 

Dodge  Hall,  unable  to  pay 

10  90 

Howard  Wall,  paid  in  Rockland 

5  00 

H.  B.  Morrison 

6  70 

Albert  Homer,  property  good 

2  90 

Henry  Dunbar,  no  value 

1  90 

Eastern  S.  S.  Co. 

30  40 

Frank  Pellett,  no  value 

2  90 
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Stanley  Henderson,  not  liable 

3 

80 

Laura  Miller,  over  value 

1 

90 

M.  J.  Bond,  not  liable 

14 

20 

John  Henderson,  not  liable 

3 

00 

Heirs  of  Frank  Haskell,  unable  to  pay 

5 

70 

Amos  Rivers,  unable  to  pay 

8 

60 

Fred  Harvey,  not  liable 

3 

00 

Ed.  Rackliffe,  allowed  on  road 

12 

25 

Edgar  Rackliffe,  not  liable 

1 

90 

Estate  of  Margaret  Hart,  not  liable 

15 

20 

David  Wall,  not  liable 

3 

00 

Albion  Wall,  unable  to  pay 

10 

50 

Addie  F.  Watts,  over  valuation 

2 

70 

William  Pooley,  not  liable 

3 

00 

Samuel  Watts, 

3 

00 

Emma  Smalley,  over  valuation 

1 

95 

Walter  Wheeler,  not  liable 

3 

00 

Madge  Rompkey, 

2 

90 

Mike  Hocking, 

3 

00 

Ernest  Meservey, 

3 

00 

Harold  Harlow,  over  valuation 

40 

Alta  Walsh, 

1 

95 

Elmira  Waterman, 

7 

60 

Mark  E.  Stone,  or  owners 

1 

90 

Priscilla  Murphy,  over  valuation 

1 

90 

$368  95 


Delinquent  Tax  Payers 


1914 

Llewellyn  Smalley  $5  20 

Will  Sheldon  3  00 

Joseph  Allen  3  00 

Walter  Proctor  2  00 


$13  20 

1915 

Arthur  Willey  3  00 

Joseph  Clark  3  00 

Wilber  Allen  3  00 

Will  Sheldron  3  00 

Orlando  Allen  3  00 


$15  00 

1916 

Albion  Korpinen  $3  00 

Mat  Jokala  3  00 

Nicholas  Hakkala  3  00 

Henry  Hill  3  00 

Augusta  Johnson  3  00 

Barro  Korr  3  00 

Oscar  Linden  3  00 

Owen  Chaples  7  04 

George  Freeman  3  00 

Addie  Johnson  3  00 

J.  S.  Laughlin  6  50 


31 


H.  K.  Willey  2  26 

J.  Arthur  McLaughlin  3  70 

Iradel  Teel  2  00 

Lewis  Taylor  5  80 

F.  S.  Stone  5  80 

Willie  Nash  4  73 

Ed.  Delano  4  40 

Joel  Barter  5  30 

Wilber  Allen  3  00 

Joe  Allen  3  00 


80  53 

1917 

Matt  Rolstrine  3  00 

Eno  Hoppinen  3  00 

Topias  Mackinen  3  00 

Matt  Kilpi  3  00 

Iva  Saino  3  00 

Emil  Mackinen  4  00 

Matt  Joki  3  00 

Vainiro  Erickson  3  00 

Ivan  Anderson  3  00 

Emil  Bergknist  3  00 

Larry  Brown  3  00 

James  Christie  3  00 

Gus.  Frederickson  3  00 

John  Hendrickson,  No.  2  3  00 

Alex  Holdgerson  3  00 

Knut  Hillstrom  3  00 

Augusta  Kalo  3  00 

Barro  Kow  3  00 

Otto  Lampi  3  00 

Gus  Lof grew  3  00 

Louie  Matson  3  00 
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Victor  Bloomberg- 

3  00 

John  Lukka 

3  00 

Gus  Nelson 

3  00 

Alex  Mitchell 

3  00 

Frank  Olson 

3  00 

John  Olson 

3  00 

Henry  Patterson 

3  00 

Gus  Sonberg 

3  00 

E.  Sonberg 

3  00 

Paul  Shert 

3  00 

Erick  Sironen 

3  00 

Carl  Swanson 

3  00 

Toma  Taumchire 

3  00 

Albion  Korpinen 

3  00 

J.  Arthur  Laughlin 

3  00 

Frank  Blake 

3  00 

Walter  Teel 

3  00 

Lewis  Taylor 

.    6  40 

Charles  Tracy 

3  00 

Arthur  Francis 

3  00 

Will  Pease 

1  10 

Joel  Barter 

8  50 

Charles  Anderson 

3  00 

Albert  Bott 

3  00 

John  Carlson 

3  00 

Onnie  Lorpinen 

3  00 

John  Lourna 

3  00 

Laura  Lourna 

3  00 

Ona  Passinen 

4  00 

George  Long 

3  00 

Freeman  Leavitt 

4  90 

Josiah  Boyles 

3  00 

Walter  Proctor 

3  00 

Emil  Burkvist 

3  00 

83 


-fvlueri  r  G6K 

q  nn 

iiraie  jonnson 

q  no 
o  UU 

JLIIlclSL  dUllIloUil 

i  OU 

Clarence  Allen 

90 

Fairfield  Moore 

4  70 

Sanford  Maker 

6  40 

Freeman  Leavitt 

6  40 

Alex  Humphrey 

3  00 

TTT     1  I            -r-»  J 

Walter  Proctor 

3  00 

Nicholas  Hakkala 

O  AA 

3  00 

Gus  Johnson 

O  AA 

3  00 

Kusti  Johnson 

3  00 

205  70 

1918 

f    h  o  v»  1  £\  o  ]-< 

v^llcllltib  Ivtilil 

q  no 

O  UU 

V^IlclI  IfcJb  i"l_IlUfcii  bUIl 

^  no 

O  UU 

Olaf  Bergstrom 

q  nn 

o  UU 

vicior  oioomDurg 

q  nn 

o  UU 

rx.  xvdl  IbUIl 

3  nn 

O  UU 

Barney  Johnson 

q  nn 

o  UU 

Eino  Johnson 

q  nn 

o  UU 

uixo  JLjampi 

o  nn 

o  UU 

juiius  i^eppmen 

^  nn 

O  UU 

vjrUb.  ljlllgitJIl 

3  nn 

O  UU 

ijOUie  iviai/Son 

^  nn 

o  uu 

Carl  E.  Nelson 

q  nn 
o  uu 

Hyalmer  Nelson 

3  00 

•Karl  Nelson 

3  00 

Frank  Olson 

3  00 

Carl  Nelson 

3  00 

Hyalmer  Peterson 

3  00 

Knut  Sanberg 

3  00 

Gus  Sanberg 

3  00 

Erik  Seronen 

3  00 
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Ernest  Tonberg 
Kempster  Hocking 
Alvenus  Cross 
Matt  Anderson 
George  Robbins 
Edw.  Murrey 
Lester  Willey 
Millard  Robbins 
W.  E.  Harris 
Mark  Stone 
Walter  Teel 
Willie  Nash 
Andrew  Brien 
Charles  Tracy 
Wm.  Pease 
Joel  Barter 
Wilber  Allen 
John  Oberg 
Nicholas  Hakkala 
Hendrick  Johnson 
Albion  Korpinen 
Ernest  Harrington 
Ardie  Johnson 
Edw.  Staples 
Raymond  Rackliffe 
Josiah  Boyles 
Alex  Johnson 
Pearl  Barter 
Walter  Proctor 
Gertrude  Blackwood 
Thorwold  Paterson 


3  00 
3  00 
3  00 
3  90 

10  00 

2  20 
5  30 

3  00 
3  00 
3  00 

3  00 

4  60 
3  00 
3  00 
3  80 

11  80 
3  00 
3  00 
3  00 
3  00 
3  00 
3  00 
3  00 
3  00 
1  60 
3  00 
3  00 
3  00 
3  00- 
3  10 
3  00 


172  30 
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1919 


Victor  Korpinen  3  00 

E.  Ketala  3  00 

Wm.  Hawley  3  00 

N.  Lakti  3  00 

John  Matalaminen  3  00 

J.  Laurilla  3  00 

Clarence  Bunker  3  00 

James  Dudley  3  00 

R.  Murphy  3  00 

Geo.  Leonard  3  00 

Martin  Hooper  3  00 

Ed.  Hooper  3  00 

Frank  Olson  3  00 

Henry  Passerson  3  00 

Alfred  Johnson  8  00 

Iva  Anderson  3  00 

Carl  Carlson  3  00 

Alex  Carlson  3  00 

Elmer  Carlson  3  00 

Wm.  Arthur  3  00 

Gus  Johnson  3  00 

Alex  Johnson  3  00 

Walter  Dudley  3  00 

Sherman  Benner  8  70 

S.  N.  Robinson,  heirs  of  4  70 

R.  E.  Murry  11  30 

Bertie  D.  Simmons  8  70 

Iradel  Teel  3  00 

Orel  Teel  3  00 

Walker  Teel  7  80 

Wm.  Nash  3  00 

Chester  Tracy  2  90 

Charles  Tracy  3  00 
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W.  J.  Palmer 

3  00 

Lewis  E.  Simmons 

4  30 

.bred  litus 

3  00 

Charles  Monroe 

6  80 

btanley  btone 

4  10 

Mark  btone 

3  00 

Wm.  Thompson 

3  00 

Fred  Stimpson 

3  00 

Everett  Sargent 

3  00 

Joel  Barter 

5  00 

Wiloer  Allen 

3  00 

r .  1V1.  broraon 

3  00 

Ernest  Johnson 

3  00 

Oscar  Lunden 

3  00 

John  Carlson 

3  00 

Sigvard  Olson 

3  00 

John  Olson 

3  00 

Carl  Peterson 

3  00 

Martin  Pierson 

3  00 

Joseph  Bend 

3  00 

Melvin  Sumner,  over  valuation 

5  05 

James  Barter,  not  liable 

3  00 

Bernard  Smalley,  over  valuation 

4  30 

Stephen  Maxwell,  not  liable 

3  00 

Albert  Seavey, 

2  75 

James  Williams, 

O  AA 

3  00 

Charles  Johnson, 

3  00 

Edwin  Wiley,  over  valuation 

2  50 

John  Monaghan 

3  80 

Estate  Thomas  Venner,  unable  to  pay 

7  60 

Victor  Leighton,  deceased 

13  50 

Willis  Hooper,  not  liable 

3  00 

Farrington  Hart     ' ' 

3  00 

Helen  Wall, 

4  50 

^7 

\jrcl  LI  UUc  Dld.Lis.VV  UUU 
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uculgc  1VX.  J_)I  dlildl  U.  Hell  te 

A  80 

*±  OU 

Tr yQTilr  Tr\nnor>yi 
I:  I  dills.  eJUllllteUll 

3  00 

Andrew  Johnson 

Q  00 

Austin  Elwell 

4  00 

Eugene  Coffin 

3  00 

Charles  Wall 

4  00 

Harvey  Wass 

4  90 

Ed.  Staples 

3  00 

Frank  Black 

3  00 

$269  80 


Treasurer's  Report 


H.  F.  KALLOCH,  TREASURER, 
In  account  with  Town  of  St.  George. 
1919  DR. 

Feb.     7    By  cash  on  hand  $2,788  30 

12  By  cash  State  Treasurer,  pauper  acct.  204  30 
12    By  cash  Freeman  Elwell,  weir  license     5  00 

April  2  By  cash  C.  C.  Wall,  rent  schol  building  1  00 
28  By  cash  Franklin  Trussell,  town  note  1,000  00 
30    By  cash  State  Treasurer,  dependent 

mothers  66  00 

30    By  cash  State  Treasurer,  pauper 

account  208  19 

Aug.    5    By  cash  Roland  Thompson,  pool  license  10  00 

26  By  cash  State  Treasurer,  pauper  acct.  54  33 
28  "  "  "  "  306  50 

Sept.    3    By  cash  C.  E.  Wheeler,  dog  license        78  00 
Nov.    6    By  cash  Alex  Peterson,  board  at  alms- 
house 45  00 
12    By  cash  State  Treasurer,  high  school    500  00 
12            "          "      equalization  fund  275  00 
14    By  cash  Copeland  &  French,  weir 

license  5  00 

14    By  cash  State  Treasurer,  pauper  acct.  416  20 

27  "  "  "  mothers  aid  42  27 
27          "          "  "dog  license 

refunded  9  62 


39 


1920 
Jan. 


27 

By  cash  State  Treasurer,  school  and 

mill  tax 

1,406  25 

z7 

By  cash  State  Treasurer,  common 

school  fund 

1,240  77 

27 

By  cash  State  Treasurer,  railroad  and 

telegraph  tax 

13  21 

13 

By  cash  J.  .K.  Monaghan,  hay  on 

Jones  lot 

25 

27 

By  cash  F.  H.  Smalley  from  State 

for  gravel 

40  60 

1 

By  cash  State  Treasurer,  improve- 

ment state  road 

698  65 

1 

By  cash  State  Treasurer,  dependent 

mothers 

55  00 

1 

By  cash  State  Treasurer,  soldiers' 

dependents 

430  50 

2 

By  cash  State  Treasurer,  high  school 

fund 

500  00 

30 

By  cash  State  Treasurer,  state  aid 

pensions 

60  00 

30 

By  cash  F.  L.  Keene,  sale  products 

poor  farm 

361  54 

By  cash  G.  N.  Bachelder,  1919  tax  22,465  26 

1918  tax 

63  40 

1917  tax 

15  88 

1916  tax 

120  00 

1915  tax 

111  00 

1914  tax 

5  00 

1913  tax 

4  24 

$33,606  26 
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1919 

CR. 

Mav 

21 

To  paid  F.  M.  Tower,  state  aid  $ 

6  00 

June 

30 

"    A.  H.  Andrews,  int.  on  bonds 

6  00 

Julv 

1 

"    F.  M.  Tower,  state  aid 

6  00 

2 

' '    Franklin  Trussell,  int.  on  bonds  160  00 

3 

Lysander  Wilson, 

20  00 

3 

"    D.  W.  Giles, 

18  00 

7 

' '    County  tax 

987  62 

10 

"   Estate  P.  G.  Rivers,  " 

20  00 

28 

Eunice  Elwell,  state  aid 

12  00 

28 

r  ranKiin  iiussen,  town  note 

i  nnn  no 
1,UUU  uu 

28 

(i                 ii                 ii      i  n  +■    r\x\  c\ 

int.  uu  nutt; 

19  ^0 

A  lie" 

12 

±VUL-JtVlctllU.  1>  Ct  tlUllctl  UdilxV,  ill- 

terest  on  bonds 

56  00 

Sept. 

3 

^si"£}'l"£»  TV^a cn r&v    elder  K^onco 

7  800 
i  oUU 

30 

"    F.  M.  Tower,  state  aid 

6  00 

30 

XjUlllCti  XjIWcII, 

00 

Nov. 

22 

"    State  Treasurer,  state  tax 

4,217  79 

Dec. 

24 

"    Ernest  Rawley,  int.  on  bonds 

56  00 

31 

' '    Mrs.  Lysander  Wilson 

20  00 

31 

"    D.  W.  Giles 

18  00 

31 

"    F.  M.  Tower,  state  aid 

12  00 

31 

"    Eunice  El  well 

12  00 

1920 

Jan. 

8 

"   D.  W.  Giles,  town  bond 

100  00 

' '    Franklin  Trussell,  town  bonds 

700  00 

10 

' '    int.  on  town 

bonds 

160  00 

10 

"   A.  H.  Andrews,  int.  on  town 
bonds 

6  00 

Jan. 

15 

"    Rockland  National  Bank,  town 

bond 

100  00 

15 

"   Mrs.  Lysander  Wilson,  town 
bond 

100  00 

41 


Jan.    26        "   Estate  P.  G.  Rivers,  int.  on 

town  bond  20  00 
Feb.     2        "    Charles  Rawley,  interest  on 

town  bond  80  00 

5  "  Franklin  Trussell,  town  note  1,500  00 
5                                     interest  on 

town  note  -  66  88 

5        "   Selectmen's  town  orders  7,272  64 

5  "  "  school  orders  8,406  80 
5                           summer  road  orders  5, 325  26 

5                           winter  road  orders  2  92 

11    To  cash  on  hand  3,035  85 


$33,606  26 

Respectfully  submitted, 

H.  F.  KALLOCH,  Treasurer. 


¥■  U7, 7? 


Resources  and  Liabilities 


RESOURCES 


Cash  in  hands  of  treasurer  $3,035  85 

Amount  due  from  G.  N.  Bachelder  1914  tax  13  20 

1915  tax  15  00 

1916  tax  80  53 

1917  tax  205  70 

1918  tax  172  30 

1919  tax-  269  80 
Due  from  State  pauper  95  88 

F.  W.  Pierson  10  00 

Rufus  Kinney  estate  150  00 


$4,048  26 

Liabilities  in  excess  of  resources  $11,368  49 

LIABILITIES 

Francis  McKim  $      9  75 

Due  South  Thomaston  estimated  200  00 

Due  bond  holders  15,000  00 

Due  A.  J.  Rawley,  salary  school  board  7  00 

Due  winter  road  account  estimated  200  00 


$15,416  75 

Respectfully  submitted, 

FRED  H.  SMALLEY, 
WINSLOW  L.  ROBINSON, 
RODNEY  A.  SIMMONS. 
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HIGH  SCHOOL  ACCOUNT 

Repairs 

$   225  00 

Conveyance 

1,400  00 

By  appropriation 

1,000  00 

Janitor  and  fuel 

186  00 

Text  books 

150  00 

Eeceived  from  State,  State  aid  $500, 

equalization  fund  $500 

1,000  00 

$3,961  00 

To  school  orders  drawn  for  teaching 

$1,594  00 

fuel  and  janitor 

177  50 

text  books 

94  61 

repairs 

77  00 

"  apparatus  and  appliances  49  66 

conveyance 

692  60 

Balance  unexpended 

1,275  63 

$3,961  00 

COMMON  SCHOOL  ACCOUNT  WITH  STATE 

Overdrawn  1918 

$  467  60 

Teaching 

4,001  25 

Fuel  and  janitor 

809  89 

Conveyance 

96  50 

Balance  unexpended 

371  78 

$5,747  02 

By  appropriation 

$3,100  00 

Received  from  State 

2,647  02 

$5,747  02 
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COMMON  SCHOOL  ACCOUNT 


By  appropriation  $3,100  00 

text  books  350  00 

repairs  650  00 

apparatus  and  appliances  100  00 

By  received  from  State,  school  and  mill  fund  1,240  77 

common  school  fund  1,406  25  ' 
R.  R.  and  telegraph  tax     13  21 

equalization  fund  275  00 


$6,635  23 

To  school  orders  drawn  for  teaching  $4,001  25 

fuel  and  janitor  812  89 

conveyance  96  50 

textbooks  103  58 

repairs  638  92 

apparatus  55  04 

Unexpended  balance  908  06 


$6,635  23 


NOTE :— The  three  foregoing  school  accounts  are  part  of  the  selectmen'.s  re- 
port and  should  have  been  printed  there,  but  owing  to  the  long  delay  of  the  mails 
the  copy  reached  us  too  late  to  be  printed  in  that  department.   THE  PRINTERS. 


Town  Clerk's  Report 


BIRTHS 


Date 

KjiinQ.  s  JName 

Father's  Name 
• 

1919 

Jan.  6 

Helen  Regina 

Lewis  Simmons 

27 

Shannon 

Chas.  Cushman 

Feb.  6 

John  Wm. 

John  Leppinen 

26 

Margaretta 

Altinedo  Hall 

Mar.  26 

Unnamed 

Not  given 

28 

Elroy  W. 

William  Nash 

26 

Sydney 

Sydney  Davis 

Apr.  1 

Not  given 

Chas.  Robinson 

2 

Harold  Harlow 

11 

Doris  E. 

Wm.  Caven 

28 

Not  given 

Chas.  Tracy 

May  12 

<  < 

Harry  Lowell 

15 

<  < 

John  Thompson 

16 

Thelma  M. 

Alexander  Johnson 

17 

Ina  Jeannette 

Iradell  Teel 

18 

Merton  Anthony 

Jun.  1 

Cedric 

Eugene  Smalley 

1 

Donald  Boyd 

Alfred  Hocking 

19 

Wm.  Warren 

Carlos  Davis 

22 

Constance  May 

Allen  Gardner 

28 

Marguerite  M. 

Wallace  Watts 

29 

Howard  Chas. 

Chas.  Kaura 

July  4 

Bernard  Gustolf 

Rudoff  Berggerene 

24 

Taune  Eimel 

Reinkane 

46 


bept.  1 

Not  given 

Oscar  Stanley 

s 

tt              s>  in 

Henry  Caddy 

7 

t„  i      i\/r  l 

John  Maynard 

Maynard  Kinney 

1  o 

1Z 

Frederick  Page 

Austin  Llwell 

OCT 

25 

XT  X- 

Not  given 

Geo.  Douglass 

28 

Jaquelme  Florence 

Walter  D.  Hall 

Oct.  1 

Not  given 

r  orrest  Davis 

3 

Silvia  E 

kjll  V  Id     1  J  m 

Wm   Wi  1 1  i  a  m  son 

VV  ILL,     VV  llllClllloVIl 

3 

Rito  Madeline 

Russell  Tabbutt 

9 

Not  given 

James  B.  Felt 

22 

Thomas  Craig 

Thomas  McLeane 

Nov.  2 

Harry  Sheldon,  Jr. 

Harry  Sheldon 

4 

Not  given 

Chas.  H.  Brown 

16 

Altana  Ruth 

Wm.  Moss 

Dec.  13 

Carl  Lewis 

Carl  Jacobson 

31 

Ida  Victoria 

Leon  Swett 

DEATHS 

Date 

Name 

Yrs. 

Mo. 

Da. 

IV IV 

Jan.  1 

A  1  J          T7~  n 

Alden  Kellar 

75 

10 

lb 

10 

Stephen  Lane 

72 

26 

Eliza  Wiley 

67 

Feb.  10 

Flora  Davis 

64 

3 

19 

Jan.  3 

f^l  J           1                T~»     1  1 

Stephen  Poland 

64 

19 

Mar.  25 

Child  of  Ajala 

5 

8 

OA 

30 

Sarah  Lowell 

83 

Apr.  7 

Isaac  Barter 

56 

10 

20 

27 

Lillian  Shrader 

46 

May  13 

Lina  York 

8 

1 

13 

14 

Adelaide  Alexander 

78 

14 

Artice  Bartlett 

67 

9 

14 

16 

Edward  A.  Watts 

73 

1 

6 

17 

Paul  G.  Rivers 

71 

1 

4 

19 

Carrie  E.  Hupper 

7 

6 

47 


May  26 

Edward  Caven 

83 

7 

6 

29 

Bertha  E.  Carter 

36 

3 

28 

Jun.  16 

Sarah  Gilchrest 

96 

23 

July  9 

Lavina  Pierson 

68 

27 

Kobt.  Monaghan 

40 

18 

4 

Aug.  5 

Sarah  Balano 

89 

7 

15 

5 

Alivina  Waterman 

60 

10 

28 

12 

Axle  Peterson 

40 

3 

2 

27 

John  H.  Burman 

60 

5 

12 

Sept.  11 

Thomas  Hooper 

59 

10 

21 

18 

Julia  Kenniston 

79 

7 

20 

17 

Catherine  Whitehouse 

86 

6 

5 

24 

Lysander  Wilson 

64 

11 

9 

25 

Hiram  Russell 

77 

9 

Oct.  9 

John  Cook 

70 

3 

12 

20 

Elsie  Watts 

73 

30 

Nancy  Marshall 

75 

2 

21 

Nov.  4 

Eunice  Burdick 

59 

7  • 

Dec.  17 

Althea  Williams 

14 

2 

24 

27 

Louisa  Clark 

78 

4 

2 

29 

Lizzie  Marshall 

74 

1 

21 

MARRIAGES 

Jan.    8   Forrest  K.  Torrey  and  Emma  Smalley,  by 
Courtland  Myers,  Minister  of  Gospel. 
19   Lester  Black  and  Eva  Shattuck,  by  Willard 

Overlock,  Minister  of  Gospel. 
29    Theodore  McLean  and  Minnie  Calahan,  by 
Willard  Pratt,  Minister  of  Gospel. 
Mar.   1    Oral  Teel  and  Olivia  Crute,  by  W.  E.  Sherer, 
Justice. 

14    Maynard  Jackson  and  Isabelle  Pratt,  by  Wil- 
lard Pratt,  Minister  of  Gospel. 
Apr.  17    Charley    Tracey  and  Charlena  Wilson,  by 
Franklin  Trussell,  Justice. 
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June  18   Wm.  E.  Pratt  and  Madge  Rompkey,  by  H. 

W.  Rhoades,  Minister  of  Gospel. 
July  19   Pearl  F.  Barter  and  Mabel  Ricker,  by  Horace 

Harp,  Minister  of  Gospel. 
Aug.  6    Chas.  Dalrymple  and  Marion  Skinner,  by  H. 

F.  Pratt,  Minister  of  Gospel. 
Sept.  15   Linwood  Joyce  and  Vide  Albee,  by  H.  W. 

Rhoades,  Minister  of  Gospel. 

28  Chester  Fowles  and  Mary  Hopkins,  by  W.  H. 

Pratt,  Rockland,  Minister  of  Gospel. 
Oct.  18   Wm.  Erickson  and  Addie  Boyles,  by  David  L. 
Wilson,  Minister  of  Gospel. 

29  Albert  Grant  and  Emma  Giles,  by  H.  W. 

Rhoades,  Minister  of  Gospel. 
Nov.  1    Albert  Shigsby  and  Mildred  Smith,  by  Willard 
Pratt,  Minister  of  Gospel. 
8   Lincoln  Monaghan  and  Florence  Cose,  by  Wil- 
bur Chaffer,  Minister  of  Gospel. 
10   Eddie  Stone  and  Carrie  Clark,  by  Arthur  Hoyt, 

Minister  of  Gospel. 
27   Thomas  Mateer  and  Ellen  Morris,  by  H.  W. 

-   Rhoades,  Minister  of  Gospel. 
20   J.  Maynard  Brennan  and  Agnes  Spear,  by  P. 

A.  Allen,  Minister  of  Gospel. 
27   Forrest  Wall  and  Pearle  Ames,  by  J.  L.  Pin- 
perton,  Minister  of  Gospel. 
Dec.   4   Norman  Thompson  and  Ruth  Benner,  by  H. 
W.  Rhoades,  Minister  of  Gospel. 
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SELECTMEN'S  APPOINTMENTS 

POLICE  OFFICERS 

Geo.  Brown  Chas.  Bickmore  F.  W.  Pierson 

Winslow  Robinson  Clarence  Thompson 

CONSTABLES  AND  TRUANT  OFFICERS 

G.  N.  Batchelder  and  Wm.  Hastings 

HARBOR  MASTER 

Charles  W.  Rawley 

SURVEYORS  OF  LUMBER,  WOOD,  COAL  AND  ICE 

E.  E.  Allen  Geo.  Brown  .        Ernest  Rawley 

Joseph  Robinson 

HEALTH  OFFICER 

C.  H.  Leach 

SEALER  OF  WEIGHTS  AND  MEASURES 

R.  H.  Snow,  South  Thomaston 

JURORS  DRAWN 

Joseph  Jones         Henry  Ewell         Maynard  Kenney 
J.  H.  Hupper  Elmer  Allen 


DOGS  LICENSED 

78  dogs  at  $1.00  $78  00 

C.  E.  WHEELER, 
Town  Clerk. 


Report  of  Superintendent  of 
Schools 


To  the  School  Committee  of  St.  George  : 

I  herewith  submit  my  report  and  recommendations 
for  the  year. 

I  have  been  to  a  very  large  extent  a  student  of  con- 
ditions up  to  this  time,  but  with  a  growing  feeling  of 
understanding  the  details  of  the  work. 

These  times  in  which  we  are  living  are  destined  to 
reveal  the  defects  of  mankind  as  individuals.  The  com- 
petitive element  was  never  greater  in  the  world  than 
today.  We  are  responsible  more  than  any  one  else  for 
the  preparation,  both  educational  and  physical. 

We  must  organize  our  school  activities  so  that  at 
maturity  our  men  and  women  shall  not  be  to  so  large  an 
extent  physical  defectives. 

Less  than  50  per  cent  of  our  boys  were  accepted  for 
duty  in  our  army  during  the  world  war.  '  'Beginning  not 
later  than  Sept.  1,  1920,  it  shall  be  the  duty  of  the  Su- 
perintending School  Committee  of  the  town  to  make 
provision  for  instruction  to  be  given  to  pupils  in  all  pub- 
lic schools  in  personal  hygiene.  Community  sanitation 
and  physical  education,  including  recreational  exer- 
cises.'' The  State  pays  one-half  of  the  salary  of  an 
instructor. 

We  have  been  fortunate  in  keeping  our  teachers 
during  the  year  with  few  exceptions.  They  have  said 
little  and  kept  at  their  work  while  living  expenses  have 
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increased  more  than  100  per  cent.  The  average  wage 
for  our  rural  and  elementary  teachers  is  $10.75  per 
week,  putting  us  considerably  below  the  average  of  the 
state.  Our  teachers  must  have  a  wage  of  $15.00  per 
week  to  live. 

If  we  keep  our  salaries  down  we  must  expect  teach- 
ers to  go  elsewhere  if  a  longer  school  year  is  not  made 
possible.  We  are  not  giving  our  boys  and  girls  the  op- 
portunity due  them.  They  will  be  retarded  one  or  two 
years  upon  going  to  other  towns.  The  school  year 
should  be  34  weeks  as  a  minimum. 

I  feel  that  the  committee  has  done  a  large  amount 
of  repair  work  this  year  with  the  money  available.  New 
toilets  at  Willardham,  connected  with  the  building,  have 
filled  an  urgent  demand,  and  the  work  at  Port  Clyde  has 
given  a  much  needed  improvement  and  '  'forty"  other 
small  jobs  and  yet  necessary. 

Next  year  we  recommend  the  installation  of  chemi- 
cal toilets  and  water  supply  at  Port  Clyde.  The  High 
school  should  have  chemical  toilets  and  water  without 
delay,  as  the  present  condition  is  both  very  inconvenient 
and  unsanitary. 

Our  High  school  must  be  improving  each  year  if  it 
is  to  have  a  place  in  the  community.  Our  boys  who  in- 
tend to  farm  or  to  go  into  any  kind  of  business  should 
be  given  bookkeeping,  penmanship  and  commercial  cor- 
respondence and  for  our  girls  there  should  be  opportu- 
nity to  elect  domestic  science.  This  subject  is  a  real 
necessity.  The  girls  study  home  making.  The  annual 
cost  for  an  extra  teacher  would  not  be  great  because  the 
state  pays  two-thirds  of  the  salary  of  time  spent  on 
domestic  science. 

If  the  town  is  to  continue  its  schools  on  a  level  with 
other  towns  it  must  give  the  teachers  a  wage  commen- 
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surate  with  other  occupations  and  the  High  school  must 
have  courses  to  meet  the  demands  of  the  present  day. 

Under  the  circumstances  the  town  cannot  fail  to 
grant  conveyance  to  the  pupils  of  Wiley's  Corner  and 
Port  Clyde  who  are  coming  £o  junior  and  senior  High 
school.  It  should  not  be  forgotten  that  the  state  paid 
$775  to  the  town,  which  would  not  have  come  to  us  if 
the  voters  had  not  provided  for  the  conveyance  of  30  or 
40  pupils. 

We  would  be  happy  to  see  more  of  the  parents  visit- 
ing the  schools.  We  need  greater  cooperation  on  the 
part  of  parents  and  teachers. 

Finally  I  wish  to  express  my  appreciation  of  the 
cooperation  and  cordiality  of  your  board  and  the  loyal 
support  of  the  teachers. 

Respectfully  submitted, 

C.  0.  TURNER. 


COMMON  SCHOOL  ACCOUNT 

Receipts  by  appropriation  $3, 100  00 

State  common  school  fund  1,240  77 
State  mill  school  fund  1,406  25 
R.  R.  &  Tel.  fund  13  21 


$5,760  25 


EXPENDITURE  COMMON  SCHOOL  ACCOUNT 

Teachers  $4,001  25 

Fuel  592  62 

Janitor  258  32 

 $4,852  19 


Balance  unexpended 


$  908  06 
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TRANSPORTATION 


Appropriation  $1,400  00 

Expended  875  00 

Unexpended  $  525  00 

COMMON  SCHOOL  TEXT-BOOK  ACCOUNT 

Appropriated  $  350  00 

Expended  114  98 


$  235  02 

COMMON  SCHOOL  REPAIR  ACCOUNT 

Appropriation  $650  00 

Expended  617  61 


Unexpended  $  32  39 

HIGH  SCHOOL  ACCOUNT 


Receipts  by  appropriation  $1,000  00 

State  aid  500  00 


$1,500  00 


Expenditures,  teachers  $1,594  00 

janitor  86  00 

fuel  104  20 

~  —  $1,784  20 

Overdraft  $284  20 

HIGH  SCHOOL  TEXT-BOOK  ACCOUNT 

Appropriated  $150  00 

Expended  91  36 

Unexpended  $58  64 
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HIGH  SCHOOL  REPAIRS  ACCOUNT 


Appropriated  $225  00 

Expended  107  20 


Unexpended  $117  80 

APPARATUS  AND  APPLIANCES 

Appropriation      •  $100  00 

Expended  69  65 


Unexpended  $30  35 

HIGH  SCHOOL  EQUALIZATION  FUND 

Receipts  for  teachers  $400  00 

Expended  to  liquidate  overdraft  in  high  school 

account  284  20 


Balance  unexpended  $115  80 

HIGH  SCHOOL  EQUALIZATION  FUND 

Receipts  for  library  $50  00 

To  be  expended. 

HIGH  SCHOOL  EQUALIZATION  FUND 

Receipts  for  appliances  $50  00 

To  be  expended 

COMMON  SCHOOL  EQUALIZATION  FUND 

Receipts  for  teachers  $200  00 

To  be  expended  * 

EQUALIZATION  FUND  FOR  REPAIRS 

Receipts  $75  00 

To  be  expended 


Town  Warrant 


Knox  SS. 

To  William  J.  Hastings,  a  Constable  of  St.  George,  in 
said  County.  Greeting:— 

In  the  name  of  the  State  of  Maine,  you  are  hereby 
required  to  notify  and  warn  the  inhabitants  of  St. 
George  qualified  by  law  to  vote  in  town  affairs,  to  as- 
semble in  G.  W.  Rawley's  hall,  in  said  town  on  Monday, 
the  eighth  (8th)  of  day  March,  A.  D.  1920,  at  nine  (9) 
o'clock  in  the  forenoon  to  act  on  the  following  articles 
to  wit:— 

Article  1.  To  elect  a  Moderator  to  preside  at  said 
meeting. 

Art.  2.    To  elect  a  Town  Clerk  for  the  ensuing  year. 

Art.  3  To  see  if  the  town  will  vote  to  accept  the 
reports  of  the  Selectmen,  Treasurer,  Town  Clerk,  Super- 
intendent of  Schools  and  Road  Commissioners. 

Art.  4.  To  elect  two  (2)  members  of  the  Board  of 
Selectmen,  Assessors  and  Overseers  of  Poor,  Treasurer, 
three  (3)  members  of  the  School  Board,  Auditor,  Tax 
Collector,  Fire  Wards  and  other  necessary  Town  Officers, 
fix  their  compensation  and  raise  a  sum  of  money  for  the 
same. 

Art.  5.  To  see  what  sum  of  money  the  town  will 
vote  to  raise  for  the  repairs  of  roads  and  bridges. 

The  Finance  Committee  recommend  the  sum  of  $2000. 

Art.  6.  To  see  if  the  town  will  appropriate  and 
raise  the  sum  of  $350  for  the  repair  of  sidewalks  in  Ten- 
ants Harbor, 
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The  Finance  Committee  recommend  the  sum  of  $350. 

Art.  7.  To  see  what  sum  of  money  the  town  will 
vote  to  raise  to  clear  the  roads  of  snow  for  the  ensuing: 
year. 

The  Finance  Committee  recommend  the  sum  of  $500. 

Art.  8.  To  see  if  the  town  will  vote  to  raise  the 
sum  of  $50  for  early  work  on  state  highway. 

The  Finance  Committee  recommend  that  we  raise 
the  sum  of  $50. 

Art.  9.  To  see  if  the  town  will  vote  yes  or  no 
on  the  question  of  appropriating  money  necessary  to  en- 
title the  town  to  State  Aid,  as  outlined  in  Section  19, 
Chap.  25,  of  the  Public  Laws  of  the  revised  statutes  of 
1916. 

The  Finance  Committe  recommend  that  we  vote  yes. 

Art.  10.  To  see  if  the  town  will  appropriate  and 
raise  the  sum  of  $533  for  improving  the  section  of  state 
aid  road  as  outlined  in  report  of  State  Highway  Com- 
mission in  addition  to  amount  regularly  raised  for  the  care 
of  ways,  highways  and  bridges.  The  above  amount  being 
the  maximum  to  which  the  town  is  allowed  to  raise 
under  provision  in  Section  18,  Chapter  25,  of  revised 
statutes  of  1916. 

The  Finance  Committee  recommend  that  we  raise 
the  sum  of  $533. 

Art.  11.    To  see  if  the  town  will  vote  to  accept  the  • 
road  as  laid  out  by  the  Selectmen  in  District  No.  5,  to 
Lighthouse  Point,  so  called. 

Art.  12.  To  see  if  the  town  will  vote  to  raise  money 
and  what  sum  for  the  maintenance  of  -state  highway 
during  the  ensuing  year,  within  the  limits  of  the  town, 
under  the  provisions  of  Sections  9  and  18  of  Chap.  130, 
of  the  Public  Laws  of  1913. 
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The  Finance  Committee  recommend  that  we  raise 
the  sum  of  $666. 

Art.  13.  To  see  if  the  town  will  vote  to  accept  the 
recommendation  of  the  Selectmen  to  the  State  Highway 
Commission  to  expend  joint  fund  on  North  Town  line. 

Art,  14.  To  see  if  the  town  will  vote  to  raise  $300 
for  the  improvement  of  roads  leading  from  the  Post 
Office  at  Long  Cove  to  Booth  Bros,  and  Hurricane  Island 
Granite  Co.  store. 

Art.  15.  To  see  if  the  town  will  raise  money  and 
what  sum  to  gravel  the  Clark  Island  mail  road  at 
Wheeler's  Bay,  so  called,  beginning  at  South  Thomaston 
line  and  extending  as  far  as  possible. 

Art.  16.  To  see  if  the  town  will  vote  to  discontinue 
road  leading  from  State  highway  at  Robert  T.  Wood's 
residence  extending  in  an  easterly  direction  to  within 
about  100  yards  of  McConchie's  quarry,  so  called. 

Art.  17.  To  see  if  the  town  will  vote  to  expend  the 
money  raised  for  State  Aid  road  on  the  North  Town  line. 

Art.  18.  To  see  if  the  town  will  vote  to  raise  the 
sum  of  $300  to  be  permanently  expended  on  the  highway 
known  as  Watt's  avenue,  beginning  at  a  point  where 
work  was  completed  in  the  year  1917  and  going  north- 
erly on  said  street. 

Art.  19.  To  see  if  the  town  will  vote  to  raise  the 
sum  of  $400  to  build  a  permanent  road  in  District  No. 
10,  beginning  where  work  was  left  off  in  1918. 

Art.  20.  To  see  if  the  town  will  vote  to  raise  the 
sum  of  $350  to  continue  the  permanent  work  on  Glen- 
mere  road. 

Art.  21.    To  see  if  the  town  will  vote  to  raise  and 
expend  the  sum  of  $50  on  the  Angier  road,  so  called. 
Art.  22.    To  see  if  the  town  will  vote  to  raise  the 
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sum  of  $100  to  be  expended  for  repairs  of  a  permanent 
nature  on  the  highway  leading  from  the  main  highway 
past  the  farm  of  the  late  Zebulon  Kinney. 

Art.  23.  To  see  if  the  town  will  vote  to  raise  the 
sum  of  $300  to  be  expended  for  repairs  of  a  permanent 
nature  on  the  highway  leading  from  Hiram  Jones'  cor- 
ner past  the  Clark  Island  turn,  so  called. 

Art.  24.  To  see  what  sum  of  money  the  town  will 
vote  to  raise  for  miscellaneous  bills  and  officers'  salaries. 

The  Finance  Committee  recommend  the  sum  of 
$3,000. 

Art.  25.  To  see  what  sum  of  money  the  town  will 
vote  to  raise  for  the  support  of  poor. 

The  Finance  Committee  recommend  the  sum  of 
$1,000. 

Art.  26.  To  see  what  sum  of  money  the  town  will 
vote  to  raise  for  the  support  of  common  schools. 

The  Finance  Committee  recommend  the  sum  of 
$3,500. 

Art.  27.  To  see  what  sum  of  money  the  town  will 
vote  to  raise  for  the  repair  of  school  buildings  for  the 
ensuing  year. 

The  Finance  Committee  recommend  the  sum  of  $650. 

Art.  28.  To  see  what  sum  of  money  the  town  will 
vote  to  raise  for  free  text  books. 

The  Finance  Committee  recommend  $300  for  com- 
mon and  $150  for  High  school. 

Art.  29.  To  see  what  sum  of  money  the  town  will 
vote  to  raise  for  the  support  of  free  High  school  for  the 
ensuing  year. 

The  Finance  Committee  recommend  the  sum  of 
$1,200. 

Art.  30.    To  see  what  sum  of  money  the  town  will 
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vote  to  raise  for  school  insurance,  apparatus  and  appli- 
ances for  the  coming  year. 

The  Finance  Committee  recommend  the  sum  of  $100. 

Art  31.  To  see  what  sum  of  money  the  town  will 
vote  to  raise  for  janitor  services  in  High  school  building 
for  the  coming  year. 

The  Finance  Committee  recommend  the  sum  of  $250. 

Art.  32.  To  see  what  sum  of  money  the  town  will 
vote  to  raise  for  fuel  for  High  school  building  for  the 
ensuing  year. 

The  Finance  Committee  recommend  the  sum  of  $150. 

Art.  33.  To  see  what  sum  the  town  will  appropri- 
ate and  raise  for  the  conveyance  of  school  pupils  for  the 
coming  year. 

The  Finance  Committee  recommend  the  sum  of 
$1,400. 

Art.  34.  To  see  what  sum  of  money  the  town  will 
vote  to  raise  for  the  Mothers'  aid  bill,  so  called. 

The  Finance  Committee  recommend  the  sum  of  $350. 

Art.  35.  To  see  if  the  town  will  appropriate  and 
raise  the  sum  of  $1000  to  pay  road  bond  for  the  coming 
year. 

The  Finance  Committee  recommend  that  we  raise 
the  sum  of  $1000. 

Art.  36.  To  see  if  the  town  will  vote  to  raise  the 
sum  of  $600  to  pay  interest  on  town  bond  for  the  coming 
year. 

The  Finance  Committee  recommend  that  we  raise 
the  sum  of  $600. 

Art.  37.  To  see  what  discount  the  town  will  vote  to 
allow  on  taxes  paid  on  or  before  a  certain  time. 

Art.  38.  To  see  if  the  town  will  vote  to  fix  a  time 
when  taxes  will  be  due  and  payable. 
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Art.  39.  To  see  what  action  the  town  will  take,  if 
any,  relative  to  the  collection  of  poll  taxes. 

Art.  40.  To  see  if  the  town  will  vote  to  raise  the 
sum  of  $100  to  enforce  payment  of  poll  taxes. 

Art.  41.  To  see  if  the  town  will  vote  to  have  an  ap- 
propriation committee  and  how  said  committee  will  be 
appointed. 

Art.  42.  To  see  what  commission  the  town  will  pay 
for  collecting  taxes  for  the  ensuing  year. 

Art.  43.  To  see  if  the  town  will  vote  to  appropri- 
ate and  raise  a  sum  necessary  to  pay  grocery  bill  con- 
tracted by  Lawrence  Maker's  widow  and  family  for 
July,  August,  September  and  October. 

Art.  44.  To  transact  any  other  business  that  may 
legally  come  before  said  meeting. 

The  Selectman  will  be  in  session  on  Saturday,  Mar. 
6,  1920,  at  the  town  office.  Given  under  our  hand  this 
18th  day  of  February,  1920. 

FRED  H.  SMALLEY,         =)  Selectmen 
WINSLOW  L.  ROBINSON,  V  of 
RODNEY  A.  SIMMONS,     J  St.  George 
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Town  Officers  for  1920-1921 


MODERATOR 
Granville  N.  Bachelder 

TOWN  CLERK 
Charles  E.  Wheeler 

SELECTMEN,  ASSESSORS  AND  OVERSEERS  OF 
THE  POOR 

Fred  H.  Smalley   Rodney  A.  Simmons    Forest  A.  Wall 

TREASURER 
Wm.  T.  Hocking 

SUPERINTENDENT  OF  SCHOOLS 
C.  0.  Turner  E.  M.  Tucker 

SCHOOL  COMMITTEE 
A.  J.  Rawley         G.  W.  Bachelder        Walter  D.  Hall 

BOARD  OF  HEALTH 

William  C.  Hastings,  term  expires  1922 
Dr.  Charles  Leach,  term  expires  1921 
Forest  A.  Wall,  term  expires  1923 

HEALTH  OFFICER 
Dr.  Chas.  Leach,  term  expires  1921 


B 

COLLECTOR  OF  TAXES 
Granville  N.  Bachelder 

ROAD  COMMISSIONER 
Edwin  Hart 

Selectmen's  Appointments 

CONSTABLES 
G.  N.  Bachelder  W.  J.  Hastings 

POLICE  OPFICERS 
George  Brown      Winslow  Robinson        F.  W.  Pierson 

SURVEYORS  OF  LUMBER 
E.  E.  Allen  Joseph  Robinson 

HARBOR  MASTER 
Charles  Rawley 

MASTER  OF  ALMSHOUSE 
Fred  L.  Keene 

DOG  KILLER 
Granville  N.  Bachelder 

SEALER  OF  WEIGHTS  AND  MEASURES 
Forest  A.  Wall 

ELECTION  BALLOT  CLERKS 

L.  W.  Seavey  Weston  H.  Wiley 

John  Monaghan  W.  J,  Hastings 


Selectmen's  Report 


APPROPRIATIONS,  1920 


Miscellaneous  bills  and  officers  salaries 

$3,000 

00 

Support  of  poor 

1,000 

00 

Support  of  High  School 

1,500 

00 

T          ■  i            TT"      1       PI     1  1 

Janitor  High  School 

250 

00 

m       i   i        i       j?        tt*    i     n    i  i 

Text  books  for  High  School 

150 

00 

Common  schools 

4,000 

00 

Text  books,  common  schools 

350 

00 

Insurance  apparatus  and  appliances 

100 

00 

Repairs,  common  schools 

650 

00 

Conveyance  High  School 

1,400 

00 

Mothers'  aid 

350 

00 

Town  bond 

1,000 

00 

Interest  on  town  bond 

600 

00 

Fuel,  High  School 

150 

00 

Repairs  of  roads  and  bridges 

1,000 

00 

Tenant's  Harbor  sidewalks 

250 

00 

Snow  account 

500 

00 

Early  work  roads 

50 

00 

Joint  fund 

533 

00 

Maintenance  state  highway 

666 

00 

Long  Cove  special 

150 

00 

Wheeler's  Bay  special 

200 

00 

Watts  Avenue  special 

150 

00 

Clark  Island  permanent 

200 

00 

Glenmere  Road  permanent 

200 

00 

Angier  Road  permanent 

50 

00 
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Zeblon  Kinney  Road  50  00 

Hiram  Jones  Road  300  00 

Total  amount  of  appropriations  $18,799  00 

State  tax  4,077  38 

County  tax  987  04 

Overlay  479  69 

Total  $24,343  11 
VALUATION  APRIL  1,  1920 

Real  estate,  resident  $317,305  00 

Real  estate,  non-resident  161,185  00 

Personal  estate,  resident  75,500  00 

Personal  estate,  non-resident  32,500  00 

Total  valuation  $586,490  00 
Rate  of  taxation  on  a  dollar,  .039. 

Total  sum  raised  on  valuation  $22,873  11 

Tax  on  490  polls  at  $3.00  each  1,470  00 

$24,343  11 

By  additions  34  82 


Total  commitment  to  G.  N.  Bachelder, 
collector  $24,377  93 

TOWN  ORDERS  DRAWN  FOR  MISCELLANEOUS 

BILLS 

A.  S.  Littlefield,  legal  advice  $  5  00 

Loring,  Short  &  Harmon,  office  supplies  21  00 

N.  E.  Telephone  Co.,  service  1  60 

Camden  Publishing  Co. ,  printing  town  reports  120  00 

N.  E.  Telephone  Co. ,  service  65 

Loring,  Short  &  Harmon,  office  supplies  2  40 

Registering  deeds,  Leander  Wheeler  estate  1  02 


Loring,  Short  &  Harmon,  treasurer's  supplies         5  75 
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Whitney  &  Brackett,  Board  of  Health  supplies  2  75 
E.  H.  Bickmore,  express  charges  on  protectograph  57 

Am.  Ex.  Co.,  town  reports  1  75 

Todd  Protectograph  Co.,  protectograph  49  00 

G.  W.  Bachelder,  discount  on  taxes  269  12 
John  Morris,  watering  tub  3  00 

C.  0.  Turner,  office  supplies  9  85 
N.  E.  Telephone  Co.,  service  1  90 

D.  A.  Hathorn,  plowing  Poor  Farm  4  50 
N.  E.  Telephone  Co.,  service  1  00 
Edward  Tucker,  office  supplies  12  33 
Loring,  Short  &  Harmon,  narrow  indexes  2  00 

E.  C.  Moran,  insuring  school  buildings  79  19 
N.  E.  Telephone  Co.,  service  90 
Loring,  Short  &  Harmon,  check  lists  1  20 
Loring,  Short  &  Harmon,  office  supplies  1  00 
Loring,  Short  &  Harmon,  office  supplies  9  85 
Smith  &  Sale,  town  order  books  14  00 
D.  S.  Kalloch,  sawing  and  splitting  wood  2  00 
N.  E.  Telephone  Co.,  service  45 
Loring,  Short  &  Harmon,  office  supplies  75 

H.  F.  Kalloch  &  Co.,  office  supplies  1  04 
Merritt  A.  Johnson,  legal  advice  10  00 
Loring,  Short  &  Harmon,  office  supplies  C.  E. 

Wheeler  8  50 

John  Ojala,  use  of  watering  tub  6  00 

C.  E.  Wheeler,  recording  births,  deaths,  etc.  17  40 
G.  N.  Bachelder,  commission  1914-15-16-17-18-19  31  07 
G.  N.  Bachelder,  abatements       "       "       "      55  30 

G.  N.  Bachelder,  commission  316  82 

G.  N.  Bachelder,  abatements  579  30 

Chas.  Rawley,  hall  rent  40  00 

Wm.  L.  Allen,  wood  for  town  office  5  00 

W.  T.  Hocking,  deed,  postage,  etc.  8  22 
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FVpd  TT  Smallpv  fplpnhonp  and  nostacp 

2 

95 

To  expended 

$1,678 

13 

By  appropriation 

1,500 

00 

Amount  overdrawn 

178 

13 

OFFICERS  SALARIES 

n  O  Turner  school  sunt  service 

$25 

42 

Wm  J  Hastinc  nesting  notices 

T  T   111*     EJ  •     J__l_  CCO  Llllg  i     k/VO  1111  &     1  1  W  H^V^iJ 

3 

00 

PI   O   TnvriPT1   cifVionl  ennf  cqIqw 

42 

H.  G.  Simmons,  fire  ward 

10 

00 

Fred  H.  Smalley,  office  supplies,  postage 

2 

00 

C.  0.  Turner,  school  supt.  salary 

25 

42 

C.  0.  Turner,  school  supt.  salary 

25 

42 

Rodney  A.  Simmons,  1-3  selectmen's  salary 

50 

00 

C.  0.  Turner,  school  supt.  salary 

25 

42 

G.  N.  Bachelder,  commission  on  taxes 

269 

12 

G.  N.  Bachelder,  moderator 

3 

00 

G.  N.  Bachelder,  dog  killer 

15 

00 

G.  N.  Bachelder,  taking  census 

20 

00 

Forest  A.  Wall,  1-3  selectmen's  salary 

50 

00 

C.  0.  Turner,  supt.  salary 

25 

42 

Wm.  T.  Hocking,  1-2  treasurer's  salary 

50 

00 

Edward  Tucker,  supt.  salary 

75 

00 

C.  0.  Turner,  supt.  salary  1-2  mo. 

12 

71 

F.  H.  Smalley,  1-4  selectmen's  salary 

50 

00 

Edward  Tucker,  supt.  salary 

37 

50 

Edward  Tucker,  supt.  salary 

41 

05 

Fred  H.  Smalley,  1-2  selectmen's  salary 

100 

00 

Edward  Tucker,  supt.  salary 

37 

50 

Forest  A.  Wall,  1-3  selectmen's  salary 

50 

00 

Rodney  A.  Simmons,  1-3  selectmen's  salary 

50 

00 

Wm.  J.  Hastings,  posting  warrants 

12 

00 

Wm.  J.  Hastings,  salary  board  of  health 

7 

00 

Wm.  J.  Hastings,  election  clerk 

10 

50 
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Edward  Tucker,  supt.  salary 

39  00 

J.  K.  Monaghan,  election  clerk 

10  50 

Edward  Tucker,  supt.  salary 

39  00 

Franklin  Trussell,  moderator  1919 

3  00 

W.  H.  Wiley,  election  clerk 

10  50 

Edward  Tucker,  supt.  salary 

38  43 

L.  W.  Seavey,  election  clerk 

10  50 

Herman  Simmons,  Jr.,  fire  ward 

10  00 

C.  E.  Wheeler,  salary,  town  clerk 

35  00 

Rodney  A.  Simmons,  balance  salary  as  selectman  50  00 

Fred  A.  Smalley 

50  00 

Forest  A.  Wall 

50  00 

W.  T.  Hocking 

treasurer     50  00 

Forest  A.  Wall,  fire  ward 

10  00 

Forest  A.  Wall,  board  of  health 

7  00 

To  expended 

$1520  83 

By  appropriation 

1500  00 

Amount  overdrawn 

$20  83 

SUPPLIES  FURNISHED  ALMSHOUSE 

J.  A.  Ewell,  supplies  almshouse 

$   1  80 

Fred  L.  Keene,  paid  cash  for  supplies 

37  07 

J.  A.  Ewell,  supplies  almshouse 

180  34 

Fred  L.  Keene,  paid  cash  for  supplies 

11  94 

J.  A.  Ewell,  furnished  E.  Alley 

1  95 

J.  A.  Ewell,  furnished  almshouse 

296  12 

Fred  L.  Keene,  paid  cash  for  supplies 

51  79 

C.  H.  Leach,  medical  service 

22  25 

Fred  L.  Keene,  paid  cash  for  supplies 

43  54 

J.  A.  Ewell,  supplies  almshouse 

235  38 

J.  A.  Ewell,  supplies  Edwin  Alley 

2  10 

Fred  L.  Keene,  produce 

47  58 

Fred  L.  Keene,  horse  shoeing 

15  00 

J.  A.  Ewell,  supplies  Edwin  Alley 

2  10 
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H.  F.  Kalloch,  supplies  almshouse  34  33 

J.  A.  E well,  "         "  245  83 

Fred  L.  Keene,  salary  almshouse  75  00 

80  00 
80  00 
80  00 

Expended  for  repairs  102  60 

«1,646  72 

SUMMARY  OF  POOR 
Dr. 

To  poor  at  almshouse  $1,646  72 

poor  in  town  636  81 

poor  out  of  town  329  07 

$2,612  60 

Gr. 

By  appropriation  $1,000  00 

sale  produce  445  40 

board  A.  Johnson  260  00 

overdrawn  907  20 

$2,612  80 

EXPENSE  OF  POOR  IN  TOWN 

John  Morris,  house  rent  for  Mrs.  Maninon  $  10  50 

Booth  Bros.,  supplies  Oliver  Hyrarinen  55  19 

Robinson  Lumber  Co.,  cord  wood  8  00 

John  Morris,  house  rent  Mrs.  Erickson  10  50 

Annie  B.  Smith,  house  rent  Mrs.  Manninen  20  00 

J.  R.  Williams,  supplies  Veda  Maker  79  21 

John  Morris,  supplies  Mrs.  Erickson  34  50 

Booth  Bros.,  furnished  Hyrarinen  family  384  66 

L.  R.  A.  Whitehouse,  supplies  "  12  75 

John  Morris,  house  rent  for  Mrs.  Erickson  10  50 

Robert  Wood,  cord  of  wood  Mrs.  Hyrarinen  11  00 

$636  81 
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EXPENSE  OF  POOR  OUT  OF  TOWN 

Town  of  Vinalhaven,  supplies  Wiley  family  $126  77 
Children's  Home  Society,  Elonora  Matson  27  24 

44  37 
20  57 
23  18 
29  19 

"    board  Elonora  Matson        22  21 

15  50 

City  of  Rockland,  supplies  Clarence  E.  Allen  9  80 

Winford  Wiley  10  24 

$329  07 

LEANDER  WHEELER  ACCT.  WITH  TOWN 
ST.  GEORGE 
Dr. 

To  H.  W.  Rhodes,  funeral  service  $    3  50 

Jas.  A.  Gilchrist,  digging  grave  6  00 

A.  D.  Davis,  funeral  expenses  100  00 

Wm.  T.  Hocking,  monument,  grading,  etc.  100  00 
Unexpended  balance  390  50 

$600  00 


Cr. 


By  amt.  paid  to  town  from  sale  of  Leander 

Wheeler  estate  $600  00 

ORDERS  DRAWN  FOR  MOTHERS'  AID 

Annie  Flood  $  40  00 

40  00 

40  00 

Lottie  Grant  24  00 
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Annie  Flood  40  00 

40  00 

Lottie  Grant  24  00 

Annie  Flood  40  00 

40  00 
40  00 
40  00 

Lottie  Grant  24  00 

"  24  00 

Annie  Flood  40  00 

"  40  00 

40  00 

$576  00 

Due  from  state  on  state  account  $240  00 

Paid  state  on  state  account  60  00 

Balance  due  town  $180  00 

STATE  PAUPER  ACCOUNT 

Amount  due  from  state  as  per  report  1919  $  95  88 
Children's  Hospital,  board  Fannie  Johnson  65  25 

Marie  Honkonen,  board  and  care  Johnson  children  30  00 
Town  of  St.  George,  supplies  Andrew  Johnson  2  90 
Children's  Hospital,  board  Fannie  Johnson  69  75 

67  50 
69  75 
67  50 


Marie  Honkonen,  board  and  care  Johnson  children  30  00 


Town  of  St.  George,  supplies  Andrew  Johnson  2  75 

Mary  Mansise,  board  of  Fannie  Johnson  13  57 

Elizabeth  Arnts,  trans.       "          "  16  84 

Marie  Honkonen  30  00 

Children's  Hospital,  Fannie  Johnson             .  30  40 

J.  A.  Ewell,  supplies  Andrew  Johnson  2  42 
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Marie  Honkonen 

Mary  Mansise,  supplies  Fannie  Johnson 
M.  Elizabeth  Arnts,  supplies  Fannie  Johnson 
J.  A.  Ewell,  supplies  Andrew  Johnson 
Town  of  St.  George,  board  Andrew  Johnson 
Due  from  state  1919 


30  00 
51  21 
11  01 
2  10 
260  00 
300  18 


Received  from  state 
Due  from  state 


$1,197  50 

$1,140  00 
57  50 


$1,197  50 


INMATES  AT  ALMSHOUSE 


Andrew  Johnson,  age  73  years 
Haulsie  Harrington,  age  85  years 
Edwin  S.  Alley,  age  76  years 
Michael  Hendrickson,  age  68  years 
Fred  W.  Chaples,  age  73  years 
Admitted  during  the  year  3 
Deceased  1,  discharged  1 


INVENTORY  OF  ALMHOUSE 


Stock,  2  cows,  1  heifer,  30  hens.  Vegetables,  6  bu. 
potatoes,  8  bu.  turnips,  2  bu.  carrots,  2  bu.  beets,  1  1-2 
bu.  beans,  50  lbs.  cabbage,  salt  pork  1-2  bbl. ,  fresh  pork 
75  lbs.,  hay  in  barn  4  tons,  wood  20  cords. 


LICENSES  GRANTED 


R.  Thompson,  pool  table 
C.  E.  Wheeler,  " 


$10  00 
10  00 


Paid  treasurer 


$20  00 
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PROPERTY  OWNED  BY  TOWN 

Wilhelmina  Hobbs,  house  lot  dist.  3 
Stephen  Jones,  1-2  acre  land  dist.  3 
0.  Spear  or  owner  dist.  2 

SUMMARY  OF  ORDERS  DRAWN 

Town  orders  $  7,243  71 

School  orders  13,261  92 

Summer  road  orders  4,220  69 

Winter  road  orders  1,966  76 

AMOUNT  OF  TOWN  BONDS  DRAWN 

Mrs.  Lysander  Wilson  $900  00 

Franklin  Trussell  100  00 


$1000  00 

By  appropriation  $1000  00 

INTEREST  ON  TOWN  BONDS 

Franklin  Trussell  $292  00 

Charles  Rawley  80  00 

Ernest  Rawley  108  00 

D.  W.  Giles  32  00 

P.  G.  Rivers  40  00 

Caroline  Wilson  36  00 

A.  H.  Andrews  12  00 


$600  00 

By  appropriation  $600  00 

COMMON  SCHOOL  EXPENDITURES 
Dr. 

To  amount  expended 

for  teaching  $  5,627  40 
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To  amount  expended 

for  fuel  922  47 

"  janitor  319  96 

"  conveyance  583  00 

"  tuition  So.  Thomaston  104  40 

unexpended  balance  64  94 

$7,622  17 

Cr. 

By  appropriation  $4,000  00 

School  and  mill  fund  1,131  93 

C.  school  fund  1,182  72 

From  equalization  fund  from  $50,000  325  00 

100,000  650  00 

Railroad  and  telegraph  tax  25  85 

Appropriation  for  janitor  for  High  school 

building  166  67 

Appropriation  for  fuel  100  00 

Wood  sold  40  00 

$7,622  17 

COMMON  SCHOOL  FREE  TEXT  BOOKS 
Dr. 

To  amt.  expended  $349  60 

"     unexpended   40 

Cr. 

By  appropriation  $350  00 

$350  00 

COMMON  SCHOOL  REPAIR  ACCOUNT 
Dr. 

To  amt.  expended  $670  80 

Cr. 

By  appropriation  $650  00 

Taken  from  State  equalization  fund  of 

$75.00  20  80 

$670  80 
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INSURANCE,  APPARATUS  AND  APPLIANCES 
COMMON  SCHOOL 
Dr. 


To  amt.  expended 

By  appropriation 
overdrawn 


Cr. 


$178  19 

$100  00 
78  19 

$178  19 


HIGH  SCHOOL  EXPENDITURES 
Dr. 


To  amt.  expended 
for  teaching 
janitor  service 
fuel 

unexpended  bal. 


Cr. 


Unexpended  bal.  1920 
By  appropriation 

janitor 

fuel 

State  High  school  fund 
State  equalization 


TEXT  BOOKS  HIGH  SCHOOL 
Dr. 


To  amt.  expended 
"  unexpended 


By  appropriation 


Cr. 


$2,429  16 
84  34 
154  49 
79  84 

$2747  83 

$  314  50 
1500  00 
83  33 
50  00 
500  00 
300  00 

$2747  83 


$149  31 

 69 

$150  00 
$150  00 
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APPARATUS  HIGH  SCHOOL 
Dr. 

To  amt.  expended  $100  80 

"     unexpended  10  95 


$111  75 


Cr. 


Equalization  money  from  State  $100  00 

L.  E.  Knott  &  Co.  for  apparatus  returned  11  75 

$111  75 

SPECIAL  TRANSPORTATION 
Dr. 

To  amt.  expended  $1588  00 

$1588  00 

Cr. 

By  appropriation  $1400  00 

amount  overdrawn  188  00 


$1588  00 

COMMON  SCHOOL  ACCOUNT  WITH  STATE 

Dr. 

To  amt.  overdrawn  1919  $  468  25 

"     expended  for  teaching  5627  40 

"     fuel  922  47 

"    janitor  319  96 

tuition  So.  Thomaston  104  40 

"     common  school  conveyance  583  00 

$8025  48 

Cr. 

By  appropriation  $4000  00 

school  and  mill  fund  1131  93 

common  school  fund  1182  72 
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By  from  equalization  fund  from  $50,000 

"  100,000 
railroad  and  telegraph  tax 
appropriation  for  janitor  for  high  school 

building- 
appropriation  for  fuel 
wood  sold 
To  amt.  overdrawn  1920 


325  00 
650  00 
25  85 

176  67 
100  00 
40  00 
393  31 


$8025  48 


SUMMARY  OF  SCHOOL  EXPENDITURES 


RECEIPTS 

7,622.17 
2,747.83 
350.00 
150.00 


Common  Schools 
High  School 
Text  Books  C.  S. 
Text  Books  H.  S. 
High  School  Apparatus  111.75 
Repairs  725.00 
Ins.,  App.  and  Ap.  100.00 
Special  Transport.       1, 400. 00 


EXPEND. 

7,557.23 
2,667.99 
349.60 
149.31 
100.80 
670.80 
178.19 
1,588.00 


UNEXP. 

64.94 
79.84 
.40 
.69 
10.95 
54.20 


OVERD , 


78.19 
188.00 


13,206.75  13,261.92  211.02  266.19 


Excess  of  expenditures  over  receipts  $55.17. 

ROAD  ORDERS  ISSUED  BY  E.  H.  HART,  ROAD 
COMMISSIONER 

Walston  Road,  1920 


E.  Hart,  labor  with  team 

F.  Morris 

B.  Pooley,  labor 

G.  Morton 

C.  Wincapaw 
Irving  Teel,  gravel 


$  35  00 
21  00 

1  75 
15  75 
11  13 

9  75 
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J.  Williamson  10  50 


$104  88 

Clark's  Island  Road,  1920 

E.  Hart,  labor  with  team  $42  00 

H.  Jones  12  25 

J.  Williams,  labor  1  17 

J.  Morris  50 

G.  Morton  12  25 

J.  Caven  15  75 

G.  Rogers  1  17 


$85  09 

Road  from  Davis  Corner  to  Harrington's  Cove 

M.  Kinney,  labor  with  team  $  28  00 

E.  Hart  31  50 

H.  Jones  28  00 

G.  Morton,  labor                                             12  25 

J.  Caven  12  25 

A.  Hilt  12  25 

R.  Maker  3  50 


$127  75 

Road  from  R.  Maker's  to  H.  Clark's. 

M.  Kinney,  labor  with  team 
E.  Hart 

G.  Morton,  labor 
R.  Maker 
J.  Caven 

H.  Jones 

$40  25 


$  3  50 
7  00 
10  50 

7  00 
3  50 

8  75 
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Elmore  Road 

E.  Hart,  labor  with  team  $  9  34 
C.  Wincapaw,  labor  3  50 

F.  Morris  1  17 
Otis  Hart  97 

$14  98 

Road  from  Z,  Kinney's  to  So.  Thomaston  Line 

M.  Kinney,  labor  with  term  $14  00 

E.  Hart  21  00 

G.  Morton,  labor  12  25 
R.  Maker  5  79 

H.  Jones  3  50 

$56  54 

Road,  Hooper's  Flat 

F.  Morris,  labor  with  team  $  7  00 

E.  Hart  14  00 

$21  00 

Glenmere  Road 

F.  Morris,  labor  with  team  $  14  00 
N.  Gardner  14  00 
E.  Hart  84  00 
W.  Hastings  35  00 
L.  Seavey  24  50 
Joe  Jones,  labor  17  50 
C.  Erving  33  22 
H,  Black  14  00 

C.  Wincapaw  10  50 
J.  Williamson,  cutting  bushes  24  50 

D.  Cook,  labor  with  horse  23  16 
Lawrence  McLellan,  labor  24  50 
C.  Bickmore  3  50 

E.  S.  Hooper,  gravel  10  00 
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J.  Henderson,  labor 
E.  Jones 

0.  Andrews,  gravel 

Lawry  McLellan,  cutting  bushes 

A.  Pratt 

T.  Erving 

Edward  McLellan,  labor 
Orris  Hupper 

Zenas  Pease,  labor  with  team 

Harrington  Cove  Special 

E.  Hart,  labor  with  team 
W.  Hastings 

F.  Smalley 
F.  Morris 
H.  Jones 

S.  Elwell,  labor 
J.  Wiley 

Mrs.  John  Morris,  gravel 

To  expended 
By  appropriation 

By  overdraft 

Long  Cove  Special 

E.  Hart,  labor  with  team 

W.  Hastings 

N.  Gardner 

C.  Erving,  labor 

J.  Jones 

H.  Barter 

To  expended 
By  appropriation 

By  overdraft 
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Watts  Avenue  Special 


N.  Gardner,  labor  with  team  $  28  00 

Z.  Pease  28  00 

W.  Hastings  21  00 

E.  Hart  28  00 
C.  Erving,  labor  14  00 
J.  Jones  14  00 
H.  Barter  14  00 

F.  Morris,  gravel  15  00 

To  expended  $162  00 

By  appropriation  150  00 

By  overdraft  $12  00 
Angier  Special 

E.  Hart,  labor  with  team  $11  70 

L.  Seavey  11  71 

Z.  Pease  11  70 

Lawrence  McLellan,  labor  5  84 

C.  Erving  5  80 

E.  S.  Hooper,  gravel  3  30 

To  expended  $50  05 

By  appropriation  50  00 

By  overdraft  05 

Kinney  Road  Special 

M.  Kinney,  labor  with  team  $24  50 

E.  Hart  '  35  00 
W.  Hastings  7  00 

G.  Morton,  labor  12  25 

H.  Jones  17  50 

F.  Long  3  50 

To  expended  $99  75 

By  appropriation  50  00 

By  overdraft  49  75 
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Road  from  R.  Woods  to  Long  Cove 


Frank  Long,  cutting  bushes  $7  00 

Israel  Clark's  Hill 

F.  Morris,  labor  with  team  $21  00 

M.  Kinney,  14  00 

E.  Hart,  labor  10  50 

C.  Kalloch  7  00 

J.  Thomas  7  00 

M.  Kinney,  gravel  3  25 


$62  75 

Horse  Point  Road 

Z.  Pease,  labor  with  team  $14  00 

E.  Hart  14  00 

G.  Morton,  labor  7  00 

C.  Bickmore  3  50 

C.  Erving  3  50 

George  McRobinson,  gravel  2  70 

E.  Jones,  labor  2  70 

Nails  50 


$47  90 

Labor  on  Maine  Highway  Harbor  Woods 

Frank  Morris,  labor  with  team  $17  50 

N.  H.  Gardner  7  00 

E.  Hart  17  32 

Ernest  Pease,  labor  5  03 

Frank  Long  3  50 

$50  35 


Robinson  Lumber  Co. ,  lumber,  carting,  etc.  52  60 
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Clark's  Island  Special 


F.  Morris,  labor  with  team  $37  72 

E.  Hart  30  72 
W.  Hastings  30  73 

F.  Smalley  28  00 
J.  Wiley,  labor  18  85 
H.  Jones  10  11 
L.  Elwell  16  34 
W.  Steel  22  50 

Expended  $194  97 

Appropriation  200  00 

Unexpended  balance  $   6  03 
Glenmere  Special 

E.  Hart,  labor  with  team  $  38  90 

L.  Seavey  35  36 

Z.  Pease  38  9^ 

C.  Bickmore,  labor  16  53 

C.  Erving  19  45 

H.  Black  6  05 

Laury  McLellan  13  03 

Lawrence  McLellan  14  19 

Adelbert  Simmons  1  56 

W.  L.  Allen,  gravel  17  40 

Expended  $201  37 

Appropriation  200  00 

Overdraft  $   1  37 
Hoxie  Swamp  Special 

E.  Hart,  labor  with  team  $56  00 
W.  Hastings  56  00 

F.  Morris  43  00 
F.  Smalley  38  50 
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H.  Jones,  labor  28  00 

J.  Wiley  24  50 

T.  Elwell  27  00 

F.  Long  5  25 

H.  Jones,  gravel  23  10 

Culvert  26  40 

E.  Bickmore,  trucking  culvert  1  50 

Expended  $319  25 

Appropriation  300  00 

Overdraft  $  19  25 


PATROL  MAINTAINENCE 
Dr. 

To  amt.  expended 

Cr. 

By  appropriation 

STATE  AID  JOI1  I  FUN  I 
Dr. 

To  amt.  expended 

Cr. 

By  appropriation 

EARLY  WORK  STAT 
Dr. 

To  amt.  expended 

Cr. 

By  appropriation 

received  from  State 
overdrawn 


$666  00 
$666  00 


$533  00 
$533  00 


$196  46 

$  50  00 
50  00 
96  46 

$196  46 
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CTTIXTIV/T  A  DV    AT    "DA  A  "PkO 

Expenditures : 

Edwin  Hart 

$2,461  48 

Sidewalks 

250  00 

Joint  fund 

533  00 

V  ULolUC    V_>  W 1111111  OOivyl  lUl 

310  91 

O-LVJ    d  J. 

Patrol  maintenance 

666  00 

$4,220  69 

By  appropriation,  roads,  bridges  and 

sidewalks 

$2,600  00 

appropriation  joint  funds 

533  00 

patrol  maintenance 

666  00 

amount  overdrawn 

421  69 

$4,220  69 

STATEMENT  OF  PATROL  MAINTENANCE  ON 

STATE  HIGHWAY 

Estimated  number  of  miles  11.10 

Patrol  joint  fund 

$969  00 

Patrolman's  wages 

924  00 

Cost  of  extra  help 

1,204  33 

Cost  of  material 

105  93 

The  following  work  was  done  : 

Cutting  bushes 

14  41 

Dragging 

262  94 

Raking  rocks 

131  01 

Work  with  road  machine  and  grader 

60  18 

Cleaning  ditches  and  culverts 

148  70 

Repairing  endwalls  and  culverts 

118  65 

Surfacing  :  gravel 

1,417  01 

Bridges 

51  30 

Shoulder  work 

30  06 

$2,234  26 

plus  96  46 
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EXPENDITURE  ON  PATROLLED  ROAD 

State's  expenditure  on  patrol,  road  machine  work 
Gravel  surfacing  and  supervision  $1,700.29 
Town's  expenditure  on  patrol  and  road  work 
$716.00  plus  96.46 


SIDEWALKS,  TENANTS  HARBOR 

Robinson  Lumber  Co. 

$115  44 

H.  F.  Kalloch  Co. 

7  80 

Edwin  Hart,         labor  team 

59  21 

Frank  Morris           "  gravel 

5  30 

George  Morton 

24  50 

E.  Coffin 

9  75 

H.  Black 

12  25 

C.  Ervine 

15  75 

Expended 

$250  00 

Appropriation. 

$250  00 

SNOW  ORDERS  ISSUED  BY  NELSON 

GARDNER, 

COMMISSIONER,  1919  AND  1920 

Ed.  Hart 

$  43  77 

Everett  Sargent 

1  95 

Jerome  Jones 

17  85 

N.  H.  Gardner 

42  00 

H.  H.  Hupper 

29  01 

L.  C.  Gardner 

4  20 

Willie  Cook 

3  60 

Frank  Morris 

34  11 

Lozier  Wilson 

1  20 

Clarence  Davis 

60 

Herbert  Elwell 

7  80 

Irvin  Cook 

23  62 
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James  Hall 

20  25 

George  Johnson 

20  92 

Weston  Gardner 

90 

Steward  Ames 

5  55 

Herbert  Baum 

7  50 

R.  E.  Scott,  Sr. 

14  40 

Dodge  Hall 

1  20 

James  Barter 

12  45 

Frank  Simmons 

30 

Ezekiel  Jones 

4  35 

Alfred  Morris 

4  35 

Charles  Wincapaw 

11  78 

Forest  Black 

8  25 

Perley  Black 

11  25 

Harold  Black 

12  60 

Frankie  Black 

12  60 

Donald  Watt 

12  90 

Elmer  Wincapaw 

5  18 

Frank  Gardner 

3  00 

Theodore  Stimpson 

7  20 

Charles  Ervin 

6  60 

M.  J.  Harris 

1  20 

Joseph  Jones 

9  00 

Charles  Jones 

9  60 

Leo  Hooper 

4  50 

Ed.  Irvin 

2  40 

Sidney  Andrews 

19  20 

Sylvanus  McKinze 

10  50 

Vernard  Watts 

12  60 

Vernard  Tabbutt 

4  95 

Rodney  Willey 

6  30 

John  Wood 

2  85 

James  H.  Watts 

2  85 

George  Andrews 

10  95 

Sidney  Dow 

6  00 
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Benj.  Pooley  7  95 

Isaiah  Balano  1  50 

Langdon  Hall  5  40 

Watson  Balano  2  40 

Oscar  Stanley  2  10 

Leonard  Seavey  2  62 

Rodney  Simmons  4  05 

William  A.  Simmons:  3  00 

Edwin  Watts  5  70 

Lewis  Barter  12  90 

Austin  Davis  10  20 

Weston  Rivers  9  30 

Robert  Barter  9  30 

Henry  Gardner                                      .  1  80 

Laurey  McLellan  14  10 

E.  C.  McLellan  9  60 
Everett  McLellan  14  10 
Lawrence  McLellan.  14  10 
John  Nice  1  50 
C.  C.  Wall  1  50 
Fred  Pratt  60 
Harold  Pratt  1  20 
Clarence  Freeman  6  30 
George  Long  1  95 
Ed.  Irvin  7  20 
William  Hollbrook  13  20 
Clement  Stimpson  6  60 
Freeland  Stimpson  6  60 

F.  W.  Hart  19  05 
Ed.  Harris  .  20  10 
Lew  Hart  4  80 
Fred  Hooper  5  10 
Everett  Pease  2  55 
Roy  Hupper  3  15 
Herbert  Pierson  4  50 


'29 

Freeland  Thompson  3  75 

Bert  York  4  80 

Enos  Verge  2  25 

William  Pease  2  25 

E.  W.  Stone  1  65 

Fred  Simmons  5  55 

Herman  Simmons  4  35 

Lester  Willey  1  20 

Bert  Simmons  1  20  ' 

Rodney  Davis  2  10 

Roland  Thompson        *  2  25 

Wilson  Carter  90 

G.  N.  Bachelder  3  90 

Donald  Watt  10  80 

Zean  Pease  1  20 

William  Thompson  1  20 

Alvah  Simmons  2  40 

Henry  Allen  30 

Orris  Hupper  6  45 

Laurey  McLellan  1  35 

Lawrence  McLellan  1  35 

Everett  McLellan  1  35 

Elmer  Wincapaw  3  90 

Frank  Gardner  3  00 

Total  $801  61 

SNOW  ORDERS  ISSUED  BY  F.  W.  PIERSON,  1919- 

1920 

Robert  Maker  $  11  40 

Lester  H.  Elwell  15  60 

James  Williams  3  00 

J.  R.  Williams  11  70 

John  Caven  2  40 

Robert  McGee  6  30 
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Alex  Morrison 

4  80 

Charles  Ellis 

4  80 

Wm.  Ellis 

2  40 

Charles  Cromwell 

4  20 

Ernest  Edwards 

60 

Jas.  B.  Felt 

4  80 

John  A.  Richards 

2  40 

Owen  Chaples 

5  10 

David  Chaples 

2  10 

Wm.  Caven 

2  40 

E.  H.  Baum 

1  80 

Jas.  Caven 

7  50 

John  Caven 

7  20 

Lewis  Hart 

1  50 

Matt  Kartinen 

90 

Ansel  Lampi 

90 

Ana  Maninen 

30 

John  Kulji 

3  00 

John  Matson 

90 

John  Hawkins 

1  80 

Leland  Hawkins 

1  80 

Julius  Nelson 

1  05 

VVlIloiUW  XvUUlIloUII 

A  90 

V^IldlltJS  XVclllULK 

±U  oU 

Albert  Thomas 

5  UU 

Russell  Thomas 

2  90 

James  Thomas 

13  50 

Joseph  Robinson 

9  00 

Maynard  Kinney 

12  60 

Henry  Caddy 

12  90 

Herman  Korpinen 

9  90 

Victor  Matson 

20  40 

Melvin  Cline 

6  00 

Eugene  Rackliffe] 

6  00 

F.  W.  Pierson 

17  70 
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C.  J.  Watts 

11  55 

Wilbur  Watts 

3  30 

Sanford  Barter 

7  05 

Swan  Jacobson 

9  00 

Bror  Jacobson 

10  50 

Thure  Jacobson 

1  2 

Otto  Holmstrom 

1  20 

Fred  Smalley 

9  00 

E.  P.  Smalley 

10  05 

Leroy  Smalley 

8  10 

John  Johnson 

10  95 

A.  S.  Smalley 

13  65 

Robert  Wood 

1  50 

William  Edwards 

6  90 

Eddie  Edwards 

4  50 

William  Edwards 

3  80 

Ansel  Lampi 

3  60 

Matt  Kartinen 

3  60 

Arnal  Maninen 

1  80 

Ana  Maninen 

2  60 

John  Kulju 

1  80 

John  Reino 

3  60 

Robert  Polka 

3  60 

John  Matson 

6  30 

Sam  Riley 

1  80 

Julian  Hawkins 

Leland  Hawkins 

4  80 

Erland  Makinen 

4  50 

Elma  Polka 

4  00 

Charles  Polka 

1  90 

Andrew  Johnson 

1  50 

William  Polka 

2  10 

John  Hawkins 

4  50 

Uhro  Kartinen 

1  80 

Leland  Hawkins 

3  00 
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John  Hawkins 

1  50 

Julian  Hawkins 

90 

Toiver  Makinen 

2  40 

i\/r  i    •     tt*  • 

Melvm  Kmney 

4  20 

Lewis  Robinson 

15  30 

Ed.  Murry 

5  40 

Cyrus  Hilt 

1  50 

iiiawara  Hilt 

90 

T           T">  "1 

J  as.  Riley 

7  80 

Albert  Smalley 

4  35 

John  Ojala 

4  80 

neiiiy  nciowcii 

9/1  AK 
£S±  40 

Frank  Kerswell 

18  30 

Stephen  Jones 

23  85 

G.  A.  Hilt 

10  20 

Hiram  Jones 

25  20 

Percy  Jones 

26  10 

Edward  Hall 

2  10 

Alfred  Hocking 

3  00 

Henry  Robinson 

11  40 

Alex.  Hathorn 

8  40 

$619  45 

SNOW  ORDERS  ISSUED  BY  EDW.  L. 

B.  HART,  1920 

Percy  Dennison 

$  19  02 

Lawry  McLellan 

1  67 

Lawrence  McLellan 

1  67 

Everett  McLellan 

1  67 

Edward  McLellan 

1  33 

Robert  Maker 

2  67 

Clifford  Hatch,  team  and  labor 

6  78 

Lester  Elwell 

5  50 

Arthur  Harrington 

13  85 

Irvine  Cook 

5  17 
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James  Hall 

10  67 

G.  Johnston 

10  67 

F.  Stimpson 

12  43 

C.  Stimpson 

12  43 

F.  Stimpson 

3  24 

H.  Black 

5  37 

C.  Wincapaw 

10  05 

G.  Wright 

6  50 

G.  Wright,  Jr. 

6  50 

T.  H.  Seavey 

3  50 

H.  R.  Waldron 

5  55 

John  Morris 

2  50 

A.  Davis 

2  50 

G.  Barnes 

18  63 

Edwin  Wiley 

8  40 

Floyd  Barnes 

16  71 

S.  Davis 

12  75 

S.  Benner 

8  10 

Charles  Stone 

3  00 

C.  C.  Stone 

3  00 

Ellison  Hart 

2  70 

H  L  Stimnson 

8  10 

V  ll^/lAyJ-    IXl-Cki  LOV_/IX 

1  50 

xi.  oaauy 

1  ou 

James  Thomas 

4  51 

William  Pease 

1  50 

Harvey  Wright 

6  50 

Levi  Kinney 

5  00 

0.  Cook 

2  59 

Frank  Morris,  team  and  labor 

14  17 

Edwin  Hart 

38  04 

Albion  Kinney 

5  00 

Lewis  Barter 

3  25 

Robert  Barter 

4  69 

Joe  Robinson 

2  17 
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D.  Watt 

Perley  Black 

Forest  Black 

John  Lippinen 

Thomas  Timlen 

Edwin  Watts 

Maurice  Dennison 

John  Williams,  team  and  labor 

Elmer  Barnes 

Nelson  Rawley 

Victor  Mackie 

James  Barnes 

Frank  Johnson 

H.  H.  Hupper,  team  and  labor 

C.  Erving 

Fred  Hooper 

W.  Proctor 

Leo  Hooper 

Sidney  Andrews 

John  Wood 

B.  Pooley 
Joe  Jones 

N.  H.  Gardner 
G.  Andrews 
Lee  Andrews 
Cecil  Andrews 
Lewis  Hart 
F.  Hart 
Ed  Harris 
A.  Morris 
F.  Gardner 
Zenas  Pease 

C.  Kallock 
James  Riley 
Alex  Hathorn 
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Henry  Robinson 

2  81 

Percy  Jones 

2  17 

Hiram  Jones 

5  50 

Stephen  Jones 

5  50 

A.  Hilt 

4  33 

Melvin  Kenney 

1  84 

Frank  Kerswell 

5  17 

Henry  Kerswell  • 

5  17 

Lewis  Robinson 

5  84 

Langdon  Hall 

1  67 

C.  Jones 

2  33 

Ed  Ervine 

2  33 

Theodore  Stimpson 

1  20 

C.  Wiley 

8  70 

Harold  Pratt 

1  20 

Willie  Cook 

8  10 

L.  C.  Gardner 

4  65 

Alva  Simmons 

3  60 

Herbert  Elwell 

2  70 

Hiram  Clark 

7  50 

Arthur  Richards 

4  80 

William  Williamson 

1  20 

Wallace  Watts 

2  70 

HiVtiltiCI  .TtJcilSfc} 

JL  OU 

b  rank  Harris 

9  30 

Ezekiel  Jones 

b  lb 

$545  70 

SUMMARY  OF  WINTER  ROADS 

N.  H.  Gardner 

$801  61 

F.  W.  Pierson 

619  45 

Edwin  Hart 

545  70 

$1,966  76 

By  appropriation 

500  00 

amt.  overdrawn 

1,466  76 

$1,966  76 

Abatements 


1914 

Llewellyn  Smalley,  not  liable  $  5  20 

Joseph  Allen,  unable  to  collect  3  00 

$8  20 

1915 

Orlando  Allen,  unable  to  collect  3  00 

1916 

F.  S.  Stone,  not  liable  5  80 

Ed  Delano         "  4  40 

Henry  Hilt        "  3  00 

Gusti  Johnson,  deceased  3  00 

Geo.  Freeman,  out  of  town  3  00 

$19  20 

1917 

Gus  Johnson,  deceased  3  00 

Clarence  Allen,  unable  to  collect  90 

S3  90 

1919 

Clarence  Bunker,  unable  to  collect  3  00 

James  Dudley         "         "  3  00 

Walter  Dudley        "         "  3  00 

Eugene  Coffin,  deceased  3  00 

Chas.  Wall,  not  liable  3  00 

Geo.  Long,  taxed  twice  3  00 

Gus  Johnson,  deceased  3  00 

$21  00 
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1920 


T/illiasi  T?n"hirmnn    fpHpy^l  Ipw 

William  Edwards,  sickness 

16  60 

OlivPT*  Hvvarinpn    town  "nannPT* 

17  20 

.Tn  lines  Rnlka    nnt  lip  hi  p 

3  00 

O  \J\J 

Ohas  Wilev 

3  00 

Rvron  Davis 

J— '  V  X  \_/ A-L    X-/  CX  V  ItJ 

10  80 

(Thas  Skinnpy  fpderal  law 

V^llliOi      k/liillilv/I  «     X  Vw^  VX  \s  X  dl    J- CX  VV 

62  80 

TV  •    A   •     -L'CH^'V/l  1  j     \j\J IKX  L\Z- L 

2  90 

Aldpn  Ohanles  not  liable 

5  00 

Frank  Marshall  " 

X    X  CX  llil     XVXCXX  UlXtill 

3  00 

John  Frppman 

4  90 

.T   W   Tn  cpr^on    a  crpd 

3  00 

("!hac;    flnciViTYifln    not  liablp 

3  00 

R  0  Fa  rn  s  worth  " 

3  00 

Fred  Pitns                 ' ' 

3  00 

TTnrpcst  Davie;  " 

3  00 

lYTpliscsa  Stan  lev   r»oncsirl  prprl 

2  70 

Freeland  Stimrmon  no  value 

2  00 

lVTplvin  Rlaplr    a ctpH 

J.YXC1  V  III   XJIClvviY,    Clg, Cu 

3  00 

O  \J\J 

Dodffe  Hall  unable  to  nav 

3  90 

Robprt  R  Srott  not  liable 

3  90 

Oti^  Hart  " 

2  00 

E.  J.  Cook 

1  60 

James  Barter,  aged 

3  00 

Benj.  Pooly 

3  00 

Joel  Barter 

3  00 

Edward  Rawley,  not  liable 

3  00 

Chas.  Berquist 

3  00 

John  C.  Johnson 

3  00 

C.  H.  Murphy 

3  00 

Rudolph  Bergven,  taxed  twice 

3  00 

Victor  Dennison,  not  liable 

3  00 

Farrington  Hart,  aged 

3  00 
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TTT                              TA                                               i  ( 

Wm.  C.  Dwyer 

3  00 

T"»      m      T»        1       1  1              C      1  11 

R.  i.  Bachelder,  iederal  law 

25  40 

Tniv_'i„     r~\         „  „1               j   i  •  -11 

Elbridge  C.  Cook,  not  liable 

1  00 

Ci  j?  1   t\  /r  _  l    _  _      _     _            i  i 

Sanlord  Maker,  over  valued 

2  90 

r\     a      a    j             i?j       i  i 

0.  A.  Andrews,  iederal  law 

3  50 

Amos  Rivers,  unable  to  pay 

8  80 

T                1      T~»           1              J_   1  '     1  1 

Joseph  Bend,  not  liable 

3  00 

Cnas.  Hoi  brook 

6  80 

A        TT        AT  11 

A.  H.  Andrews,  overvalued 

3  90 

TTT     1  J             TT1                                        i  i 

Walter  Ulmer 

1  02 

1\  IT              All*       TTT     J_J_             <  < 

Mrs.  Addie  Watts 

1  90 

TTT       x.          TTT'l                    j    1  •  11 

Weston  Wiley,  not  liable 

2  90 

TT                          T»            1  it 

Herman  Raw  ley 

1  00 

Madge  Pratt,  no  value 

2  90 

TTT              T~>  „  _  1'                  ^  J 

Wm.  rooly,  aged 

3  00 

TT       "      TTT     T">1       J  X- 

Hosia  W.  Rhodes,  no  tax 

3  00 

T71                     /"I     PC          J   3 

Eugene  Coffin,  deceased 

3  00 

T71            1      m                      £     J  1 

Frank  Tower,  federal 

16  60 

Lee  Mann,  not  liable 

1  40 

T71        J    /*i        1                  i  i 

Fred  Cook 

7  80 

T\/T           T     /^i     tti      ^ii     j*   J          1  1 

Mrs.  J.  C.  Ewell,  iederal  law 

9  80 

AIT              i      T~11              111  1 

Albert  Elwell,  deceased 

3  00 

Ernest  Meservey,  aged 

3  00 

Cyrus  Hilt,  overvalued 

1  00 

Booth  Bros. 

1  26 

Priscilla  Murphy,  no  value 

1  95 

Est.  Thomas  Benner,  considered 

7  80 

Heirs  of  Dr.  Cutter,  overvalued 

23  47 

Geo.  Wright,  taxed  twice 

53  70 

John  Monaghan,  considered 

5  85 

Chas.  Bicknell,  overvalued 

16  60 

A.  J.  Bird 

15  60 

H.  B.  Morrison 

6  80 

Eastern  S.  S.  Co.  or  owner,  no  value 

31  20 

Jas.  Rowan,  overtaxed 

•  2  95 
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Jas.  Ulmer,  not  liable  3  90 

Edwin  B.  Holt,  overvalued  3  90 

Fred  Seavey,  not  liable  5  90 

Eric  Harjula  overvalued  2  00 

Louis  Fauchex,  not  liable  1  60 


$579  30 


Delinquent  Tax  Payers 


1915 

Arthur  Willey  $3  00 

Joseph  Clark  3  00 

Wilber  Allen  3  00 


$9  00 

1916 

Albion  Korpinen  $3  00 

J.  S.  Laughlin  1  50 

H.  K.  Willey  2  26 

J.  A.  Laughlin  3  70 

Iradel  Teel  2  00 

Lewis  Taylor  5  80 

Willie  Nash  4  73 

Wilbur  Allen  3  00 

Joseph  Allen  3  00 

Nicholas  Hakleola  3  00 

Barro  Korr  3  00 

Oscar  Lunden  3  00 

Emil  Mantyl  3  00 

Owen  Chaples  7  04 

Ardie  Johnson  3  00 

$51  03 

1917 

Mat  Rotteren  $  3  00 

Eno  Hoopnen  3  00 

Topias  Makenen  3  00 

Mat  Kilpi  3  00 
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Iva  Saino 

3  00 

Emil  Maker 

4  00 

Vanaro  Erickson 

3  00 

Iva  Anderson 

3  00 

Emil  Berkvist 

3  00 

Victor  Bloomberg 

3  00 

Larry  Brown 

3  00 

James  Christie 

'3  00 

Gus  Fridrickson 

3  00 

John  Hendrickson 

3  00 

Knut  Hillstrom 

3  00 

Alex  Haldgerson 

3  00 

Gustie  Kalo 

3  00 

Barro  Korr 

3  00 

Alto  Lamki 

3  00 

John  Lukka 

3  00 

Gus  Lofgrew 

3  00 

Lewie  Matson 

3  00 

Alex  Mitchell 

3  00 

Gus  Nelson 

3  00 

Frank  K.  Olson 

3  00 

John  Olson 

3  00 

Henry  Patterson 

3  00 

Gus  Lanberg 

3  00 

Paul  Schert 

3  00 

Erik  Sironen 

3  00 

Carl  Savanson 

3  00 

Albion  Korpenen 

3  00 

J.  Arthur  Laughlin 

3  00 

Frank  Blake 

3  00 

Walter  Teel 

3  00 

Lewis  Taylor 

6  40 

Charles  Tracy 

3  00 

Arthur  Francis 

3  00 

William  Pease,  Sr. 

1  10 
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Charles  Anderson 
Albert  Bott 
John  Carlson 
Nicholas  Hakleola 
Kustie  Johnson 
Onni  Korpenen 
Laura  Louina 
John  Laurna 
Ana  Passinen 
Albert  Feak 
E.  Saberg 
Mat  Joki 
Ardie  Johnson* 
Ernest  Johnson 
Fairfield  Morre 
Freeman  Leavitt 
Alex  Humphrey 
Josiah  Boyles 
Walter  Proctor 
Sanford  Maker 


1918 

Charles  Rein 
Charles  Anderson 
Olaf  Backkstrom 
Victor  Bloomberg 
A.  Carlson 
Barney  Johnson 
Einor  Johnson 
Otto  Lamki 
Julius  Leppinen 
Gus  Lof  grew 
Louie  Matson 
Carl  E.  Nelson 


3  00 
3  00 
3  00 
3  00 
3  00 
3  00 
3  00 

3  00 

4  00 
3  00 
3  00 
3  00 

3  00 
7  30 

4  70 
6  40 
3  00 
3  00 
1  00 
6  40 

$191  30 


$  3  00 
3  00 
3  00 
3  00 
3  00 
3  00 
3  00 
.3  00 
3  00 
3  00 
3  00 
3  00 
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Hyalmer  Nelson  - 

3  00 

Karl  E.  Nelson 

3  00 

Frank  Olson 

3  00 

Hyalmer  Peterson 

3  00 

Knut  Sanburg 

3  00 

Gus  Sanburg 

3  00 

Evik  Sironen 

3  00 

Carl  Nelson 

3  00 

Ernest  Tombreg 

3  00 

Alvenus  Cross 

3  00 

Geo.  Robbins 

10  00 

Ed.  Murry 

2  20 

Lester  Willey 

5  30 

Millard  Robbins 

3  00 

W.  E.  Harris 

3  00 

Mark  Stone 

3  00 

Walter  Teel 

3  00 

Willie  Nash 

4  60 

Andrew  Breen 

3  00 

Charles  Tracy 

3  00 

Wm  Pease  Sr 

3  80 

w  liuur  Alien 

o  UU 

John  Oberg 

3  00 

Nicholas  Hakleola 

3  00 

Hendrick  Johnson 

3  00 

Albion  Korpenen 

3  00 

Ernest  Harrington 

3  00 

Ardie  Johnson 

3  00 

Edward  Staples 

3  00 

Raymond  Rackliffe 

1  60 

Josiah  Boyles 

3  00 

Pearl  Barter 

3  00 

Walter  Proctor 

3  00 

Gertrude  Blackwood 

3  10 

Thorwald  Patterson 

3  00 

$150  60 
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1919 


Victor  Korpenen 

#3  00 

E.  Ketala 

3  00 

Wm.  Hawley 

3  00 

N.  Lahti 

3  00 

John  Matalinen 

3  00 

J-.  Lawrella 

3  00 

R.  Murphy 

3  00 

George  Leonard 

3  00 

Martin  Hooper 

3  00 

Edward  Hooper 

3  00 

Frank  Olson 

3  00 

Alfred  Johnson 

3  00 

Sherman  Benner 

8  70 

Ed.  Murray 

11  30 

Iradel  Teel 

3  00 

Oral  Teel 

3  00 

Walter  Teel 

7  80 

Willie  Nash 

3  00 

Chester  Tracy 

2  90 

Charles  Tracy 

3  00 

W.  G.  Palmer 

3  00 

Lewis  E.  Simmons 

4  30 

Fred  Titus 

3  00 

Chas.  Munroe 

6  80 

Stanley  Stone 

4  10 

Mark  E.  Stone 

3  00 

Wilber  Allen 

3  00 

F.  M.  Gordon 

3  00 

Ernest  Johnson 

3  00 

Oscar  Lunden 

3  00 

John  Carlson 

3  00 

Sigvard  Olson 

3  00 

John  Olson 

3  00 
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Carl  Peterson 

3  00 

Martin  Pierson 

3  00 

Iva  Anderson 

3  00 

Carl  Carlson 

3  00 

Alex.  Carlson 

3  00 

Elmer  Carlson 

3  00 

Wm.  Arthur 

3  00 

Frank  Johnson 

3  00 

Andrew  Johnson 

3  00 

1X>    A-L.     VV  doo 

*  a  on 

Ed  Stanles 

3  00 

Freeman  Leavitt 

4  90 

Josiah  Boyles 

3  00 

Walter  Proctor 

3  00 

Emil  Burkvest 

3  00 

Gertrude  Blackwood 

Clark  Island 

639  40 

$815  00 

1920 

Victor  Korpenen 

3  00 

Eugene  P.  Smalley 

5  70 

Alfred  Johnson 

3  00 

Henry  Johnson 

3  00 

Andrew  Johnson 

3  00 

Arthur  Hendrickson 

3  00 

J.  Usala 

3  00 

Erick  Radegar 

3  00 

Tom  Kuselar 

3  00 

Carl  Carlson 

3  00 

Elmer  Carlson 

3  00 

Ole  Olson 

3  00 

Hulmar  Olson 

3  00 

Otto  Olson 

3  00 

Olaf  Sandvan 

3  00 
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Carl  Swanson 

3  00 

"ft  IT     J     T  T  1 

Mat  Valmar 

3  00 

Sherman  Benner 

7  90 

Watson  Balano 

9  80 

Heirs  of  Sarah  Robinson 

z  65 

Ed.  Murry 

f*  c\c\ 

b  90 

Charles  Brown 

a  aa 
o  90 

Clark  Island  Granite  Works 

1  Cf*  AA 

156  00 

Leon  Sweet 

n  c\r\ 

Alvah  Simmons 

t  AA 

5  00 

Lester  Willey 

O  UU 

Pred  S.  beavey,  JNo.  1 

O  AA 

3  00 

Whitney  lhompson 

O  AA 

3  00 

Stanley  Stone 

O  AA 

6  00 

Byron  Tracy 

3  00 

Charles  Tracy 

3  00 

Hattie  Jones 

15  60 

Wm    IT  Thnmnsnn 

f  V  111.    !!•     -L  I1U111  JJOv/11 

5  90 

Ansel  Hendrickson 

q  on 
o  UU 

David  Leppernen 

3  00 

John  Matson 

3  00 

Mat.  Matson 

3  00 

John  Olson  • 

tf  V1J.11  V/lOV/ll 

3  00 

Lafe  Cj&vtoY 

3  00 

George  Wright 

5  30 

Edgar  Rackliffe 

7  40 

Freeman  Leavitt 

5  00 

Gertrude  Blackwood 

2  90 

Roy  Smalley 

4  00 

Albert  Henderson 

3  00 

Libby  Hupper 

3  00 

Josiah  Boyles 

3  00 

Walter  Proctor 

3  00 

Rudolph  Bergren 

3  00 

Iradel  Teel 

3  00 

$356  85 

Resources  and  Liabilities 


RESOURCES 


Cash  in  hands  of  Treasurer 

$  542  62 

Amount  due  from  G.  N.  Bachelder,  1915  tax 

9  00 

1916  " 

51  03 

1917  " 

191  30 

1918  " 

150  60 

1919  " 

815  00 

1920  " 

356  85 

Ruf us  Kinney  estate 

150  00 

Due  from  State  Paupers 

57  50 

Mothers  Aid 

180  00 

$1,961  28 

Liabilities  in  excess  of  resources 

$12,238  72 

LIABILITIES 

Due  South  Thomaston,  estimated 

$    200  00 

Due  bond  holders 

14,000  00 

$14,200  00 

Respectfully  submitted, 

Fred  H.  Smalley, 
Forrest  A.  Wall, 
Rodney  A.  Simmons, 


Treasurer's  Report 


WILLIAM  T.  HOCKING,  TREASURER 
In  account  with  Town  of  St.  George 
1920  DR. 

March  9   To  cash,  H.  F.  Kalloch  $3,097  78 

11    To  cash,  State  treasurer  support 

of  paupers  200  43 

24   To  cash,  State  treasurer,  support 

of  paupers  237  00 

April  2  To  cash,  Franklin  Trussell,  for  note  1500  00 
28   To  cash,  State  treasurer  State  aid 

dependent  mothers  60  00 

May  1  To  cash,  Franklin  Trussell,  for  note  200  00 
11  To  cash,  Franklin  Trussell,  "  300  00 
26   To  cash,  State  treasurer,  support 

of  paupers  302  65 

June  12   To  cash,  State  treasurer  highway 

department  50  00 

21  To  cash,  Roland  Thompson,  pool  license  10  00 
28   To  cash,  Edward  H.  Riley,  Wheeler 

property  account  100  00 

Aug.  25   To  cash,  State  treasurer,  support 

of  paupers  302  50 

Sept.  6  To  cash,  C.  E.  Wheeler,  dog  licenses  86  00 
Oct.     7   To  cash,  J.  K.  Monaghan,  for  hay 

Jones  lot  25 
Oct.   30   To  cash,  F.  W.  Piersori,  settlement 

1919  road  account  10  00 
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Nov. 

4 

To  cash,  heirs  of  Geo.  Lovell,  for  tax 

deed 

17  75 

Nov. 

13. 

To  cash,  Chas.  Wall,  rent  school 

building 

1  00 

Nov. 

13 

To  cash,  State  treasurer  equaliza- 

tion fund 

975  00 

Nov. 

17 

To  cash,  State  treasurer  school  and 

mill  funds 

1,131  93 

Nov. 

17 

To  cash,  State  treasurer  Common 

school  fund 

1,182  72 

Nov. 

17 

To  cash,  State  treasurer  Railroad 

and  telegraph  tax 

25  85 

Dec. 

8 

To  cash,  State  treasurer  schools 

400  00 

Dec. 

18 

To  cash,  State  treasurer  free  high 

school 

500  00 

Dec. 

18 

To  cash,  State  treasurer,  support 

of  paupers 

97  42 

1921 

Jan. 

6 

To  cash,  Edward  H.  Riley,  to  balance 

account  Wheeler  property 

500  00 

Jan. 

15 

To  cash,  L.  E.  Knott  Apparatus  Co., 

for  supplies  returned 

11  75 

Feb. 

2 

To  cash,  Joseph  Bend,  tax  deed 

12  92 

Feb. 

2 

To  cash,  Mary  Bend,  tax  deed 

9  12 

Feb. 

3 

To  cash,  Charles  Wall,  rent  school 

building 

1  00 

Feb. 

8 

To  cash,  Ernest  Rawley,  for  deed 

67 

Feb. 

8 

To  cash,  G.  N,  Bachelder,  sale  school 

fuel 

40  00 

Feb. 

8 

To  cash,  Fred  Smalley,  for  deed 

67 

Feb. 

9 

To  cash,  C.  E.  Wheeler,  pool  licenses 

10  00 

Feb. 

9 

To  cash,  Fred  L.  Keene,  sale  products 

poor  farm 

445  40 

Feb. 

9 

To  cash,  State  treasurer,  soldiers 

pensions 

66  00 
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Feb.  9  To  cash,  town  orders  reimbursed  23  86 

Feb.  9  To  cash,  school  order  reimbursed  4  00 

Feb.  9  To  cash,  G.  N.  Bachelder,  1914  taxes*     13  20 

Feb.  9  "          "          "          1915     "  6  00 

Feb.  9  "          "          "          1916     "  32  40 

Feb.  9  "          "          "          1917     "  14  40 

Feb.  9  "         "         "          1918     "  21  70 

Feb.  9  "         "         "          1919     "  94  20 

Feb.  9  "          "          "          1920     "  24,021  08 


116  65 


Feb.  9,  1921  To  balance 


542  62 


Cr. 


6  00 

12  00 
6  00 

18  00 


1920 

May   5    By  paid,  Eunice  Elwell  State 

pensions  $ 

June  28    By  paid,  Franklin  M.  Tower  State 
pensions 

July   3   By  paid,  Eunice  Elwell  State  pensions 
July   6   By  paid,  Caroline  Wilson  interest  on 
bonds 

July  6  By  paid,  David  Giles,  interest  on  bonds  16  00 
July   7    By  paid,  Franklin  Trussell  interest  on 

bonds  146  00 

July  19    By  paid,  Grace  D.  Rivers  interest  on 

bonds  20  00 

July  30    By  paid,  Franklin  Trussell  for  note 

of  April  2nd  1,500  00 

July  30    By  paid,  Franklin  Trussell  interest 

on  note  27  50 

Aug.  14    By  paid,  A.  H.  Andrews  interest  on 

bonds  6  00 

Aug.  16    By  paid,  Rockland  National  Bank  agent 

interest  on  bonds  54  00 

Aug.  27    By  paid,  Charles  Rawley  interest  on 
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bonds  40  00 

Aug.  30    By  paid,  Franklin  Trussell  for  notes 

May  1st  and  11th  500  00 

Aug,  30    By  paid  Franklin  Trussel  interest  on 

notes  May  1st  and  11th  9  17 

Aug.  30    By  paid  treasurer  Knox  Co.  county 

tax  987  04 

Sept.  7   By  paid,  treasurer  State  of  Maine 

dog  license  86  00 

Oct.  4  By  paid,  Eunice  Elwell  State  pension  6  00 
Nov.  24   By  paid  treasurer  State  of  Maine 

tax  4,077  38 

Dec.  23    By  paid,  Caroline  Wilson  interest  on 

bonds  18  00 

Dec.  31    By  paid,  Franklin  M.  Tower  State 

pension  6  00 

1921 

Jan.    6    By  paid,  Franklin  M.  Tower  State 

pension  15  00 

Jan.  6  By  paid,  Eunice  Elwell  State  pension  15  00 
Jan.  6  By  paid,  David  Giles,  interest  on  bonds  16  00 
Jan.  14   By  paid,  Franklin  Trussel  interest  on 

bonds  146  00 

Jan.  14    By  paid,  A.  H.  Andrews  interest  on 

bonds  6  00 

Jan.  22    By  paid,  Rockland  National  Bank  agent 

interest  on  bonds  54  00 

Jan.  24   By  paid,  Grace  D.  Rivers  interest  on 

bonds  20  00 

Feb.    9   By  paid,  Charles  Rawley  interest  on 

bonds  40  00 

Feb.  9  By  paid,  selectmen's  school  order  13,265  92 
Feb.  9  By  paid,  selectmen's  town  orders  7,267  57 
Feb.    9    By  paid,  selectmen's  summer  road 

orders  4,220  69 
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Feb.    9   By  paid,  selectmen's  winter  road 

orders  1,966  76 

Feb.    9   By  paid,  Caroline  Wilson  town  bonds    900  00 

Feb.    9   By  paid,  Franklin  Trussell  town 

bonds  100  00 

Feb.    9    By  balance  542  62 

836,116  65 

I  have  examined  the  above  and  find  the  same  to  the 
best  of  my  knowledge  and  belief  correct. 

H.  F.  Kalloch,  Auditor. 

Feb.  17,  1921. 

Respectfully  submitted, 

Wm.  T.  Hocking,  Treasurer. 


Town  Clerk's  Report 


BIRTHS 

Date 

Child's  Name 

Father's  Name 

1920 

Jan. 

9 

William  Sherwood 

Wm.  r .  Look 

15 

Unnamed 

Albert  Allard 

16 

Marion  Florence 

Martm  btaraonol 

19 

Virginia  Marie 

Lewis  Taylor 

28 

Unnamed 

Wm.  Imlach 

Feb. 

21 

Annie  Belle 

rjClgar  KacKlin 

24 

Bowden 

HiUgene  KacKliir 

Mar. 

13 

Edna  Florence 

Ernest  Johnson 

20 

Gerald  Linwood 

Herbert  Hawkins 

April 

7 

Minerva  Belle 

Frank  Johnson 

13 

Gertrude  Lina 

Louis  Faucheux 

May 

6 

Rosa  Lilla 

Joseph  Robinson 

30 

Bernard  Earl 

Clarence  Davis 

June 

2 
2 

Unnamed 

Leroy  Smalley 
tt  n 

13 

Linwood  Lee 

Fred  Hooper 

30 

Lewis  Lowell 

Winifrid  V.  Tabbutt 

Aug. 

25 

Alvilene  May 

Frank  H.  Pierson 

Sept. 

10 

Elizabeth  Helen 

James  Baum 

16 

Raymond  E. 

Owen  Conway 

19 

Raymond  Leroy 

Charles  Ellis 

24 

Hilda  Ruth 

Norman  Thompson 

29 

Theodore  Edgar 

Hosea  W.  Rhodes 

Oct. 

2 

Celia  Belle 

Forrest  Wall 

13 

Edith  Pearl 

Rudolph  Berggren 
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18 

Katheryn  Patterson 

John  G.  Davis 

27 

Lillian  Gillis 

Frank  E.  Sholes 

Nov. 

27 

Gladys  May 

Carl  Jacobson 

Dec. 

18 

Unnamed 

Axel  Holquson 

"HT?  A  TUG 

Date 

Name 

Year 

Mo. 

Days 

Jan. 

1 

Sarah  Kalloch 

83 

6 

17 

10 

Sarah  Kinney 

82 

5 

14 

28 

Infant  Imlach 

Feb. 

11 

Lucy  Russell 

69 

5 

14 

11 

Jannett  Richards 

66 

3 

14 

9 

Thomas  Dennison 

51 

9 

5 

16 

Albion  Wall 

78 

5 

23 

22 

Hazel  Gilchrest 

29 

6 

21 

25 

Charles  Clark 

62 

7 

March  1 

Frank  L.  Bickmore 

34 

7 

9 

31 

Leander  Wheeler 

81 

3 

13 

31 

Nancy  P.  Brown 

87 

2 

10 

May 

7 

Lawrey  Wall 

76 

2 

8 

Richard  Felt 

83 

5 

7 

27 

Susan  Sheerer 

21 

1 

11 

June 

15 

Pharis  Dukeshire 

82 

8 

13 

20 

John  N.  Rawley 

75 

8 

20 

Jennie  E.  Davis 

56 

4 

9 

July 

20 

Clara  Palmer 

49 

2 

6 

Aug. 

12 

Charlotte  Coolbroth 

5 

7 

22 

Susie  J.  Hart 

75 

3 

2 

31 

Annie  Saunders 

67 

10 

13 

Sept.  17 

Chas.  Bickmore 

68 

10 

15 

20 

Thomas  Olfson 

36 

11 

10 

Oct. 

4 

Alvar  Hyavinen 

39 

7 

25 

10 

Luella  Chadwick 

73 

6 

24 

16 

Marshall  Bond 

71 

4 

25 

27 

Joel  H.  Hupper 

67 

8 

14 
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Nov, 

5 

Alma  Morrison 

52 

10 

5 

Dec. 

26 

Eugene  Coffin 

67 

5 

3 

31 

Rufus  Conway 

84 

4 

17 

31 

Quentine  Chadwick 

1 

7 

21 

MARRIAGES 


June  3  Walter  Rackliff  and  Gertrude  Wall  by  A.  Ed- 
ward Scott,  Rockland. 

June  14  Joseph  T,  Baum  and  Flora  Jackson,  by  P.  A, 
Allen,  Rockland 

May  14  Charles  C.  King  and  Faustina  Johnson,  by  J. 
Stanley  Crossland. 

June  4  Leland  T.  Hawkins  and  Margaret  Green,  by 
Willard  L.  Pratt. 

June  9  Edwin  F.  Pethrick  and  Sarah  Slatch,  by 
Chas.  F.  Sawyer. 

June  19  John  H.  Olsen  and  Viola  B.  Cline,  by  Willard 
L.  Pratt. 

June  23  Clarence  R.  Dornan  and  Christine  M.  Mar- 
shall, by  Guy  L.  Vannah. 

June  26  David  W.  Giles  and  Elsie  L.  Henderson,  by 
H.  W.  Rhoades. 

July  3  Clarence  Freeman  and  Grace  Wentworth.  by 
J.  Stanley  Crossland. 

July  10  Percy  Dennison  and  Lottie  Richardson,  by  J, 
Stanley  Crossland. 

Aug.  1  Charles  Yates  Taylor  and  Mary  E.  Long,  by 
H.  W.  Rhoades. 

Aug,  31  Leonard  L.  Fraser  and  Annie  Weatherford. 
by  H.  W.  Rhoades. 

Sept.  4  Ernest  Johnson  and  Olga  Karty,  by  W.  E„ 
Sheerer,  Justice  of  Peace. 

Sept.  14  James  P.  Elwell  and  Mildred  Cline,  by  Wil- 
lard Pratt. 
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Sept.  28   Alvin  K.  Hawkins  and  Eleanor  Butler,  by 
Willard  Pratt. 

Oct.    22    Howard  Ernest  Robinson  and  Doris  Evelyn 

Torrey,  by  H.  W.  Rhoades. 
Oct.    27    Clifton  Marshall  and  Nina  M.  Hart,  by  Wil- 


lard L.  Pratt. 

C.  E.  Wheeler,  Town  Clerk. 

SELECTMEN'S  APPOINTMENTS 


POLICE  OFFICERS 

George  Brown      Winslow  Robinson       F.  W.  Pierson 

SURVEYORS 


HARBOR  MASTER 

Charles  W.  Rawley 

MASTER  ALMSHOUSE 

Fred  L.  Keene 

DOG  KILLER 

G.  N.  Batchelder 

SEALER  OF  WEIGHTS  AND  MEASURES 


CONSTABLES 


G.  N.  Batchelder 


Wm.  J.  Hastings 


E.  E.  Allen 


Joseph  Robinson 


Forrest  Wall 


BALLOT  CLERKS 


L.  W.  Seavey 


W.  H.  Wiley 
John  K.  Monaghan 


W.  J.  Hastings 


83  dogs  $1 


DOG  LICENSES 

1  female  $5         Total  $88 
C.  E  Wheeler,  Town  Clerk. 


Department  of  Schools 


REPORT  OF  THE  SUPERINTENDENT 

To  the  Citizens  of  St.  George: 

In  this  report  I  shall  endeavor  to  discuss  the  school 
situation  of  the  town  as  it  appears  to  me.  Any  opinion 
or  recommendation  which  I  may  offer,  will  have  the 
best  interest  of  the  boys  and  girls  as  its  foundation. 

COMMON  SCHOOLS 

The  teachers  employed,  on  the  whole,  worked  hard 
and  have  shown  a  desire  to  carry  out  any  suggestions 
offered.  Some  of  the  schools  are  more  difficult  than 
others  but  we  were  fortunate  in  placing  the  teachers  so 
that  generally  the  work  has  gone  smoothly.  There  has 
been  only  one  change  in  teachers  since  the  schools 
began  in  September. 

The  great  drawback  in  our  force  is  the  fact  that 
they  lack  normal  training.  There  is  only  one  normal 
graduate  among  our  teachers.  Two  or  three  have  had 
a  partial  course.  Two  attended  summer  school  for  six 
weeks  and  one  for  three,  last  year.  Those  who  took 
the  summer  course  were  paid  a  dollar  a  week  extra  be- 
cause of  that  fact  and  it  has  proven  a  good  investment. 
Several  are  talking  of  doing  the  same  thing  this  summer. 
Their  effort  to  fit  themselves  to  do  better  service  should 
receive  recognition  by  a  salary  in  advance  of  those  not 
expending  their  time  and  money  for  that  purpose. 

Occasionally  I  hear  the  remark  that  our  teachers 
are  getting  too  much  salary.     I  wonder  if  the  people 
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making  such  talk  have  ever  taken  pencil  and  paper  to 
determine  the  salary  and  living  costs  in  this  town. 
The  average  weekly  wage  of  our  common  school  teachers 
is  $17.59  and  the  average  cost  of  board,  $7.70.  But  for 
two  districts  where  board  is  secured  for  $5  and  $6  a  week 
the  average  cost  would  be  $9.  Subtracting  the  average 
cost  of  board  from  the  average  weekly  wage  leaves  a 
net  salary  of  $9.89  per  week  for  thirty  weeks  or  $296.70 
for  the  year  from  which  to  buy  clothes,  pay  the  doctor 
and  dentist,  attend  educational  conventions,  supply 
reading  matter  and  amusement,  and  pay  board  for  the 
remaining  twenty-two  weeks.  No  one  can  meet  the 
actual  expenses  of  life  on  the  average  salary  of  our 
teachers  without  assistance.  No  person  of  energy  and 
capacity  sufficient  to  be  a  good  teacher  will  stay  long  in 
an  occupation  that  makes  them  an  object  of  charity. 
A  well  trained,  efficient  corps  of  teachers  cannot  be  se- 
cured under  those  conditions.  Teachers  of  that  type 
go  to  those  comunities  which  are  looking  for  the  largest 
returns  for  the  money  invested  and  are  willing  to  pay  a 
reasonable  salary  for  expert  service. 

We  had  very  forcefully  brought  to  our  attention,  when 
our  country  entered  the  World  War,  the  fact  that  the 
interests  of  the  country  were  superior  to  the  interests 
of  any  individual  or  community.  Had  it  not  been  so 
the  selective  draft,  the  taxes  and  the  restrictive  regula- 
tions would  not  have  been  possible.  The  people  accept- 
ed those  hardships  and  inconveniences  and  gloried  in 
the  fact  that  they  were  patriotic  citizens  doing  their 
part  for  the  safety  of  the  country.  The  excitement  of 
the  war  is  over  but  the  winning  of  it  is  still  before  us. 
It  is  not  won  till  the  problems  which  it  has  brought  to 
us  are  solved  correctly.  The  boys  and  girls  in  our 
schools  and  colleges  of  the  land  will  finish  their  solution. 
You  and  I  are  as  unpatriotic  as  the  man  who  evaded  the 
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draft  law,  if  we  do  not  see  to  it  that  every  possible  ad- 
vantage is  provided  for  their  training  as  American  citi- 
zens of  the  highest  type.  I  am  the  last  person  to  advo- 
cate extravagance,  but  I  do  believe  in  a  sufficient  expen- 
diture to  get  the  largest  possible  return  on  the  investment. 

Our  school  year  is  thirty  or  thirty-two  weeks  and 
we  have  eight  grades  or  years  below  the  High  School. 
It  is  impossible  to  do  the  work  in  eight  grades  with  a 
school  year  of  less  than  thirty-six  weeks,  and  it  ought 
to  be  thirty-eight.  Using  thirty-six  as  a  basis,  a  child 
should  have  not  less  than  288  weeks  in  the  common 
schools.  With  thirty-two  weeks  per  year  he  gets  256, 
and  with  thirty  weeks,  240.  Thus  our  children  have 
lost  fiom  thirty-two  to  forty-eight  weeks  of  school  work 
during  their  eight  grades.  When  we  send  them  to  the 
High  School  they  are  hardly  seventh  grade  pupils. 
Then  people  wonder  why  the  pupils  are  below  the  stand- 
ard of  other  schools.  It  is  not  their  fault,  but  it  is 
because  they  have  not  had  opportunity  to  be  other  than 
what  they  are.  The  loss  of  a  year  to  a  year  and  a  half 
because  of  a  shortened  school  year  is  a  serious  handicap. 

BUILDINGS 

The  school  buildings  are  now  in  most  cases  in  good 
condition.  The  house  at  Wiley's  Corner  needs  some 
work  done  upon  it  and  also  the  one  at  Martinsville. 

All  of  the  toilets  except  the  one  at  Willardham  are 
unsuitable.  They  are  small  and  improperly  constructed 
for  pupils  of  varying  sizes.  Being  separated  from  the 
schoolhouses  they  cannot  be  under  the  same  direct 
supervision  that  they  would  be  were  they  built  so  as  to 
have  entrance  only  through  the  schoolrooms.  Every 
effort  should  be  made  to  prevent  a  continuance  of  the 
unsanitary  condition  and  the  moral  atmosphere  that  has 
been  associated  with  these  buildings  for  so  long  a  time. 
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Our  instruction  in  physiology,  hygiene  and  clean  living 
is  sadly  discounted  when  we  allow  to  exist  and  compel 
the  use  of  buildings  that  are  illustrious  examples  of  the 
very  conditions  that  we  tell  the  children  to  avoid. 

TEXTBOOKS 

The  books  of  the  town  were  in  most  unsatisfactory 
condition,  they  were  out-of-date,  badly  worn  and  n  ot 
enough  to  supply  the  pupils.  I  have  started  a  plan  for 
replacing  the  old  books  with  modern  texts  as  far  as  the 
money  will  permit  by  supplying  certain  schools  with 
new  texts  and  moving  the  old  ones  to  supply  the  immed- 
iate needs  of  the  other  schools.  This  policy  will  be  fol- 
lowed until  all  the  schools  are  equipped  with  books 
written  along  the  lines  of  the  best  methods  of  teaching. 
Changes  have  been  started  in  reading,  English  language, 
arithmetic,  history  and  geography.  Since  the  war  the 
older  histories  and  geographies  are  sadly  out-of-date. 
The  system  of  reading  introduced  is  designed  to  teach 
the  child  its  fundamentals.  Thus  he  will  not  need  to  be 
told  the  pronunciation  of  every  word  that  he  meets  but 
can  work  it  out  for  himself.  It  has  a  manual  of  in- 
struction so  that  the  untrained  teacher  need  not  go 
wrong,  if  she  will  follow  directions. 

In  some  instances,  I  have  noticed  that  books  have 
received  exceptionally  rough  usage.  Sometimes  the  ex- 
planation given  is  that  younger  brothers  and  sisters  at 
home  have  been  allowed  to  use  them  as  playthings.  In 
other  cases  it  is  willfully  rough  usage  on  the  part  of  the 
child  to  whom  it  is  loaned.  In  such  cases  the 
parents  will  be  asked  to  pay  for  the  books  des- 
troyed and  if  they  refuse,  the  law  of  the  State  pro- 
vides that  the  price  of  the  book  be  added  to  the  tax  of 
the  parent  and  collected  in  that  way.  If  parents  permit 
such  habits  of  wastefulness  in  their  children,  they 
should  bear  the  burden. 


61 


ATTENDANCE 

I  have  compiled  and  am  inserting  a  table  dealing 
with  this  subject  for  the  calendar  year  of  1920.  I  hope 
that  every  person  in  town  wTill  examine  it  carefully  and 
get  its  full  meaning.  You  will  observe  that  the  chil- 
dren of  this  town  who  were  registered  in  the  schools  lost 
7,467.1  days  through  absence  for  the  year.  That  means 
that  there  were  43.84  pupils  out  of  the  schools  for  every 
day  that  they  were  in  session.  The  average  number  of 
pupils  for  each  school  in  town  was  24.  Thus  the  daily 
absence  for  the  entire  year  was  equivalent  to  two 
schools.  This  cost  the  town  about  $1300.  Isn't  it  about 
time  that  every  pupil  get  the  full  benefit  of  the  money 
expended? 

The  people  of  the  town  can  make  it  so  unpopular  for 
a  pupil  to  be  away  from  school  that  he  will  not  care  to 
do  so  nor  the  parent  to  permit  him.  No  parent  who  al- 
lows his  child  to  be  absent  one  day  a  week  can  complain 
if  he  is  not  promoted  at  the  end  of  the  year. 

May  I  add  right  here  that  the  unjust  criticism  of 
people  wmo  never  visit  the  schools  or  make  any  honest 
investigation  are  adding  to  this  loss  by  destroying  the 
interest  of  the  pupils  because  of  their  faultfinding  and 
their  continued  statements  that  the  schools  are  useless. 
A  person  has  no  right  to  tear  down  an  exisiting  condi- 
tion of  affairs  until  he  has  something  better  to  put  in  its 
place.  Instead  of  "knocking"  try  "boosting'  for  a 
while  and  see  if  the  dividends  wont  be  larger. 

Anyone  who  has  time  for  idle  talk,  has  time  to  in- 
vestigate. Opinions  formed  from  statements  of  chil- 
dren made  to  justify  their  own  misconduct  are  seldom 
accurate.  The  school  officials  are  trying  to  make  the 
schools  the  best  that  they  possibly  can  with  the  facilities 
provided,  and  are  glad  of  any  suggestions  for  that  pur- 
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pose.  But  they  have  no  sympathy  with  criticism  de- 
signed to  block  the  wheels  of  progress. 

HIGH  SCHOOL 

I  am  pleased  with  the  work  of  the  high  school.  The 
teachers  are  well  educated  and  hard  workers.  Their 
one  aim  is  to  do  the  best  that  they  can  for  the  boys  and 
girls  under  their  care.  As  I  visit  about  the  building  I 
find  the  rooms  quiet  and  the  pupils  generally  studying. 
As  has  already  been  mentioned  the  high  school  pupils 
are  handicapped  from  the  fact  that  they  have  been  de- 
prived of  a  year  or  more  of  preparation,  because  of  the 
short  school  year  in  the  grades.  I  wonder  that  they  do 
as  well  as  they  do.  The  pupils  and  their  teachers 
are  in  no  way  responsible  for  this,  yet  they  accept  the 
situation  as  thrust  upon  them  and  do  the  best  possible. 

The  work  of  the  school  as  at  present  planned,  is  not 
designed  to  fit  for  college,  but  to  give  the  pupils  a  work- 
ing knowledge  and  a  larger  acquaintance  with  the  Eng- 
lish language,  mathematics,  history  and  the  principles 
of  our  government,  science  and  French.  While  the  im- 
parting of  information  is  a  part  of  the  teacher's  task, 
yet  bis  big  problem  is  to  teach  the  pupil  to  think  through 
to  the  end,  clearly  and  accurately  the  questions  that 
come  up  in  his  daily  work. 

The  business  world  today  is  demanding  well-trained 
clear-thinking  young  men  and  women.  Unless  we  pro- 
vide our  boys  and  girls  with  that  equipment,  we  are 
shirking  our  responsibility  as  citizens  of  the  United 
States  and  subjecting  ourselves  to  their  just  condemna- 
tion for  handicapping  them  in  their  struggle  for  a 
livelihood. 

Occasionally  I  hear  some  one  say  that  the  town  can- 
not afford  to  maintain  a  high  school.     The  question  is 
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rather:  4 'Can  the  town  afford  not  to  maintain  it."  It 
has  been  found  after  a  careful  examination  of  the  earn- 
ing capacity  of  a  large  number  of  men  and  women  who 
spent  four  years  in  high  school  and  of  those  leaving  with 
the  eighth  grade,  that  each  day  in  the  high  school  was 
worth  ten  dollars.  This  investigation  was  made  before 
the  war.  The  value  now  must  be  double  that  figure. 
Taking  the  pre-war  figure  as  a  basis  a  year  in  high  school 
is  worth  to  each  pupil  $1,800,  and  the  full  course  $7,200. 
With  the  present  attendance  of  twenty-six  this  high 
school  year  possesses  a  money  value  to  the  pupils  of 
$46,800.  The  attendance  next  year  will  be  about  forty. 
This  will  make  the  high  school  year  worth  to  its  mem- 
bers $72,000.  I  cannot  believe  that  the  fathers  and 
mothers  and  friends  of  the  boys  and  girls  of  the  town 
will  vote  to  inflict  any  such  a  loss  upon  them,  besides 
wasting  the  equipment  of  the  school  which  has  cost 
several  hundred  dollars. 

This  is  from  purely  a  financial  standpoint.  We 
have  not  considered  the  fact  that  without  high  school 
training  they  are  condemned  to  a  rougher  type  of  work 
and  a  lower  social  life.  Discontented  with  their  work 
and  social  position,  they  become  an  easy  prey  to  bolshe- 
vism  and  a  menace  rather  than  supporters  of  American 
institutions.  This  town  cannot  afford  to  shirk  its  re- 
sponsibility to  its  young  people.  At  no  distant  day  it 
will  need  their  loyalty  and  support. 

TRANSPORTATION 

Closely  connected  with  the  future  of  the  high  school 
and  the  grammar  school  as  well,  is  the  question  of  trans- 
portation. At  the  present  time  seven  high  school  and 
ten  grammar  school  pupils  live  within  walking  distance. 
Eliminate  the  transportation  and  there  will  be  one  school 
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instead  of  three  at  Tenants  Harbor.  The  rest  of  the 
building  will  remain  idle  and  the  cost  of  heating  that 
used  excessive.  The  pupils  of  the  seventh  and  eighth 
grades  will  be  forced  back  to  the  mixed  schools  again. 
The  time  given  to  them  by  the  teachers  will  be  taken 
from  the  smaller  children  and  they  will  be  injured  as 
well  as  the  larger  ones. 

The  building  at  Long  Cove  is  now  over-crowded. 
There  are  about  twelve  who  will  be  ready  for  the  seventh 
grade  next  fall.  If  they  are  forced  to  remain  in  that 
school  as  well  as  those  already  coming  down  to  Tenants 
Harbor,  another  room  will  have  to  be  provided  there 
and  the  teacher  of  the  grammar  school  transferred  to 
it.  It  will  cost  more  to  provide  for  this  school  than  the 
entire  cost  of  transportation.  And  then  to  this  must  be 
added  the  damage  done  to  the  pupils. 

If  the  people  of  the  town  would  visit  the  grammar 
school  and  observe  the  much  better  preparation  of  the 
pupils  of  the  eighth  grade  now  there,  compared  with 
those  that  have  not  had  its  advantages  for  two  years, 
they  would  not  oppose  transportation  for  a  single  minute. 

Many  persons  have  the  idea  that  the  entire  cost  of 
special  transportation  is  chargable  to  the  high  school, 
but  such  is  not  the  case.  Approximately  half  of  those 
brought,  are  common  school  pupils.  Thus  only  half  of 
the  expense  can  be  charged  to  the  high  school. 

The  actual  cost  per  pupil  per  day  for  the  fall  term 
was  25.64  cents.  If  there  were  a  trolley  line  through 
the  town  the  fare  for  the  round  trip  would  be  nearly  if 
not  quite  as  much.  Both  from  the  standpoint  of  econo- 
my and  of  the  greatest  good  to  the  pupils,  the  transpor- 
tation should  be  continued. 

STATE  FUNDS 

I  cannot  refrain  from  calling  attention  to  the  gen- 
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erosity  of  the  State  during  the  past  year  to  this  town. 
The  total  amount  of  money  available  for  school  purposes 
for  the  past  fiscal  year  you  will  notice  from  the  sum- 
mary of  school  accounts  embodied  in  the  selectmen's  re- 
port, is  $13,206.75.  Of  this  amount  the  State  furnished 
$4,290.50  and  the  town  $8,916.25.  Thus  for  every  dol- 
lar provided  by  the  town  the  State  gave  $0.4812.  In 
other  words  the  State  furnished  very  nearly  one-third 
of  our  entire  available  funds.  In  addition  to  this  there 
is  $100  provided  by  the  State  for  reference  books  for 
the  high  school  none  of  which  has  been  expended. 
However  plans  are  being  matured  for  its  use. 

$1,375  was  received  last  year  from  the  equalization 
funds  provided  for  towns  who  made  a  special  effort  to 
maintain  and  to  improve  the  standard  of  their  schools. 
Towns  whose  tax  rates  for  all  purposes  and  for  schools 
were  both  above  the  average  tax  rates  of  all  the  towns 
of  the  State  for  those  purposes  shared  in  the  equaliza- 
tion money.  This  town  got  its  money  because  for  the 
past  two  years  it  has  been  above  the  average.  If  it  is 
to  continue  to  share  in  these  funds,  it  must  make  ample 
appropriations  at  the  coming  town  meeting.  If  it  at- 
tempts any  reductions  it  surely  will  lose  out,  and  besides 
will  have  to  pay  a  large  overdraft  without  State  aid,  be- 
cause that  is  based  upon  the  amount  appropriated  and 
not  on  the  amount  expended . 

The  emergency  equalization  fund  of  $100,000  set 
aside  by  the  Governor  and  council  last  winter  and  from 
which  we  received  $650  is  not  available  for  this  year. 
We  must  care  for  that  amount  ourselves  in  this  year's 
budget. 

With  a  shortage  of  120,000  teachers  in  this  country 
and  Massachusetts  paying  not  less  than  $650  per  year 
and  her  superintendents  constantly  coming  to  Maine  and 
taking  away  our  best  ones,  we  cannot  hope  for  any  re- 
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duction  in  salaries  notwithstanding  some  talk  to  that 
effect.  Teachers  which  I  have  hired  in  this  district 
since  September  have  cost  from  $18  to  $22  per  week. 
And  the  cheapest  one  to  the  town  employing  her  is  re- 
ceiving the  $22.  She  is  a  normal  graduate  and  is  giving 
large  returns  for  the  money  expended.  Should  it  be 
necessary  to  bring  in  an  outside  teacher  to  this  place  the 
salary  would  be  from  S22  to  $25  per  week  with  the  pres- 
ent price  of  board.  If  the  community  charges  high 
prices,  it  must  expect  to  pay  high  salaries  and  conse- 
quently high  taxes. 

I  am  pleased  to  state  that  the  books  of  the  select- 
men, the  treasurer  and  the  school  department  are  in 
accord  to  a  cent.  It  has  been  a  difficult  matter  to  pro- 
duce this  result,  but  from  now  on  a  careful  and  intel- 
ligent handling  of  the  accounts  should  make  it  an  easy 
matter  to  maintain  that  condition. 

An  examination  of  the  summary  of  the  school  ac- 
counts will  show  that  only  two  of  them  are  overdrawn, 
special  transportation  and  insurance,  apparatus  and  ap- 
pliances. This  latter  account  shows  an  overdraft  be- 
cause the  insurance  policy  of  $3500  on  the  high  school 
building  had  to  be  renewed  and  no  provision  was  made 
for  it  at  the  last  annual  meeting. 

There  was  according  to  the  report  which  the  State 
accepted  an  overdraft  last  year  in  the  common  school 
account  of  $468.25.  This  year  our  report  will  show 
$403.31,  or  a  decrease  of  $64.94  instead  of  an  increase  as 
many  have  thought. 

Our  fathers  and  mothers  did  the  best  that  it  was 
possible  for  them  to  do  for  us  at  great  sacrifice  on  their 
part.  We  would  not  care  to  revert  to  the  conditions  in 
which  we  were  born,  even  though  some  try  to  tell  us  to 
the  contrary.  We  must  not  do  less  for  the  growing 
generation. 
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The  World  War  revealed  many  defects  in  our  people 
of  which  we  were  blissfully  ignorant,  and  left  us  a  task 
of  reconstruction  which  only  intelligent  men  and  women 
can  handle  successfully,  Russia  is  a  shining  example 
of  an  untrained  people  attempting  to  rule  themselves. 

The  only  way  to  keep  our  country  from  following 
her  example  is  a  citizenship  trained  to  ''think  straight." 
Our  population  is  composed  of  many  nationalities.  They 
must  be  taught  American  ideas  and  ideals.  That  task 
falls  upon  the  public  school  system  and  it  is  the  biggest 
"job"  in  the  country  today.  Doing  it  successfully  is 
our  only  salvation.  Our  schools  are  a  part  of  that  great 
system  and  we  must  not  allow  any  break-down  here.  It 
is  with  this  idea  in  mind  that  I  am  doing  my  work. 

So  far  I  have  found  very  generally  an  excellent 
spirit  of  co-operation  and  goodfellowship.  The  commit- 
tee has  been  most  excellent  to  work  with.  Its  individ- 
uals are  broad  minded  and  progressive  and  in  all  that 
they  have  had  in  view  only  the  one  purpose  of  giving  to 
the  children  the  best  training  possible  with  the  facilities 
available. 

For  the  co-operation  of  the  people,  the  committee 
and  the  teachers  I  am  grateful. 

Respectfully  submitted, 

Edward  M.  Tucker. 
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Financial  Statement  of  the 
School  Department 


COMMON  SCHOOLS 


Receipts 

Appropriation  $4,000  00 
Two-thirds  appropriation  for  janitor  high 

school  building  166  67 
Two-thirds  appropriation  for  fuel  high 

school  building  100  00 

Four  cords  of  wood  sold  40  00 
School  and  mill  fund                                 .    1,131  93 

Common  school  fund  1,182  72 

From  the  $50,000  equalization  fund  325  00 
From  the  $100,000  emergency  equalization  fund  650  00 

R.  R.  and  telegraph  tax  25  85 

$7,622  17 

Expenditures 

Grace  Norwood,               teaching  $197  00 

Leola  Tolman  194  00 

Bernice  Andrews  532  00 

Veda  McKenney  253  00 

Elizabeth  Harris  480  00 

Gladys  Hocking  178  00 

Maude  Wheeler  40  00 

Sewall  M.  Drisko                  "  240  00 

Fannie  Long  613  20 

Mary  Long  Taylor  462  00 
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Susie  Post  teaching                    404  00 

Julia  Hancock  168  00 

Lillian  Brann  288  00 

Norma  Hawkins  360  00 

Mrs.  John  Olson  "                         246  00 

Lelia  Stone  "                        288  00 

Mary  Stevens  243  20 

Loren  Teel  "                        405  00 

Nellie  Monaghan  "        ■                  36  00 

Harold  Pratt,               janitor  4  00 

Fred  J.  Pratt  "                              7  00 

Theodore  Stimson  "                              4  00 

Baylus  Baum  "                             17  00 

Dean  Kalloch  "                           164  94 

Francis  Nash  8  00 

William  Polky  "                              9  00 

Ralph  Kerswell  9  00 

Perley  Black  "                              5  00 

Abbie  Gerham  2  17 

Abbie  Clark  "                              2  50 

Elmer  Barnes  15  60 

Grace  Norwood  10  00 

Ernest  Edwards  7  75 

Lillian  Brann  "                              6  00 

Elizabeth  Harris  8  00 

Norma  Hawkins  8  00 

Lozier  Wilson  24  00 

Alton  Brown  2  00 

Charles  Polky  ■  6  00 

Edwin  Hart  fuel                           3  63 

Theodore  Stimson  1  00 

W.  J.  Hastings  3  00 

William  Polky  5  50 

J.  W.  Hupper  5  00 

Ernest  Rawley  400  00 


\ 
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DeanKalloch                    "  15  91 

Lozier  Wilson  3  00 

S.  A.  Dow                        "  29  38 

Fred  J.  Pratt                    "  1  50 

Perley  Black             .        "  1  00 

Elmer  Reed  20  00 

Dunn  &  Elliot                   "  300  30 

A.  B.  Mitchell                   "  7  00 

Charles  Polky                   «'  1  50 

George  W.  Andrews  76  50 

Elizabeth  Harris                "  1  00 

Millard  Robinson               "  8  75 

L.  R.  Dunn                      "  36  00 

E.  M.  Tucker                    "  2  50 

Mrs.  Hiram  Andrews    conveyance  38  00 

Robert  Maker                   "  500  00 

Ezra  Cushman  15  00 

Alden  B.  Hupper               "  30  00 

South  Thomaston        tuition  104  40 

$7,557  23 

Unexpended  $64  94 

HIGH  SCHOOL  ACCOUNT 
Receipts 

Unexpended  1919-20  $  314  50 

Appropriation  1,500  00 

State  high  school  fund  500  00 

State  equalization  fund  300  00 
One-third  appropriation  for  janitor  H.  S.  Bldg       83  33 

fuel            "  50  00 


$2,747  83 
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Expenditures 


H.  E.  Alexander,       teaching  1562  50 

Crystal  Fox                    "  360  00 

Herman  A.  Bryant           "  900  00 

Mrs.  Mildred  Woodsum     "  506  66 

William  R.  Smith             "  100  00 

Dean  Kalloch,      janitor  81  84 

Abbie  Clark             "  2  50 

Dunn  &  Elliott,  fuel  150  15 

Dean  Kalloch       "  4  34 

$2,667  99 

Unexpended  79  84 

HIGH  SCHOOL  TEXT  BOOK  ACCOUNT 

Appropriation  $150  00 

Expenditures 

American  Book  Co,  $   3  31 

D.  C.  Heath  &  Co.  1  35 

Ginn  &  Co.  12  52 

Silver,  Burdett  &  Co.  26  21 

Macmillan  Co.  58  74 

Benj.  H.  Sanborn  &  Co.  25  87 

Allyn  &  Bacon  21  31 

$149  31 

Unexpended  69 

COMMON  SCHOOL  TEXT  BOOK  ACCOUNT 

Appropriation  $350  00 

Expenditures 

Lewiston  Journal  $   9  60 

Macmillan  Co.  42  34 

American  Book  Co.  9  75 
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Benj.  H.  Sanborn  &  Co. 

27 

42 

A.  N.  Palmer  &  Co. 

13 

00 

Ginn  &  Co. 

222 

57 

T?      1\/T      Tn  Jrm- 

H/.  M.  lucKer 

o 

z 

U  t 

E.  H.  Bickmore 

5 

33 

John  C.  Winston  &  Co. 

2 

00 

Houghton,  Mifflin  &  Co. 

5 

54 

i-J.   Kj.  -Tied 111  <aL  vU. 

K 
o 

A.  S.  Barnes  &  Co. 

4 

79 

$349 

60 

Unexpended 

40 
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(D 
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$725 

00 

Expenditures 

E.  A.  Sargent 

$  2 

50 

M.  J.  Harris 

23 

30 

Dean  Kalloch 

2 

40 

G  W  Morris 

1 

00 

0  M  Mason 

137 

81 

Burffess  &  Forbes 

21 

00 

E.  C.  Moran  &  Co.,  insurance 

125 

00 

Leo.  B.  Hooper 

14 

45 

Dodge  Hall 

20 

00 

Warren  Garage 

1 

00 

Frank  Morris 

49 

00 

Robert  Maker 

56 

10 

F.  E.  Kerswell 

103 

08 

Hiram  Jones 

5 

00 

H.  F.  Kalloch  &  Co, 

95 

69 
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J.  A.  Ewell  2  55 

Elizabeth  Harris  •  65 

S.  A.  Dow  1  00 

Jessie  Williams  5  82 

George  McRobinson  3  45 


$670  80 

Unexpended  from  equalization  fund  54  20 

SPECIAL  TRANSPORTATION 

Appropriation  $1,400  00 

Expenditures 

F.  H.  Smalley  $830  00 

Hooper  &  Seavey  285  00 

Dewey  Thompson  455  00 

Mrs.  Abbie  Clark  18  00 


$1,588  00 

Overdrawn  188  00 

INSURANCE,  APPARATUS  AND  APPLIANCES 

Appropriation  $100  00 

Expenditures 

E.  E.  Babb  &  Co.  $   33  32 

G.  A.  Stuart  2  75 

Howard  &  Brown  3  70 

E.  M.  Tucker  2  50 

Herbert  L.  Palmer  3  60 

Ryan  &  Buker  i  14  22 
W.  L.  Allen,  insurance  on  high  school  building     118  12 

$178  19 

Overdrawn  78  19 
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STATE  EQUALIZATION  MONEY  FOR  HIGH 
SCHOOL  APPARATUS 

Receipts 

State  1919-20  (unexpended  last  year)  $50  00 

State  1920-21  50  00 

L.  E.  Knott  &  Co.,  for  apparatus  returned  11  75 


$111  75 


Expenditures 

L.  E.  Knott  &  Co.  $  57  52 

Cambridge  Botanical  Supply  Co,  33  66 

H.  H.  Hay  Sons  9  62 

$100  "80 

Unexpended  10  95 

STATE  EQUALIZATION  MONEY  FOR  HIGH 
SCHOOL  LIBRARY 
Receipts 

State  1919-20  (still  unexpended)  $  50  00 

State  1920-21  50  00 

Unexpended  $100  00 

Note.  The  State  demands  that  the  town  add  to 
each  of  these  last  two  accounts  the  amount  of  $50.  In 
other  words  the  town  is  to  spend  in  those  accounts  one 
dollar  for  each  two  dollars  given  to  it  by  the  State. 

MONEY  RECEIVED  FROM  THE  STATE  AND  USED 
IN  THE  EXPENDITURES  OF  THIS  FISCAL  YEAR 

School  and  mill  fund  $1,131  93 

Common  school  fund  1,182  72 


76 

From  the  $50,000  equalization  fund  325  00 

$100,000       "         h  650  00 

State  high  school  fund  500  00 

' '   equalization  fund  for  teachers  300  00 

apparatus  100  00 

State  equalization  fund  for  repairs  1919-20  75  00 

Railroad  and  telegraph  tax  25  85 

Total  from  State  $4,290  50 

Money  provided  by  town  for  all  school  purposes  $8,916  25 

For  every  dollar  furnished  by  the  town  the  State 
has  given  $0.4812. 


Town  Warrant 


Knox  SS. 

To  William  J.  Hastings,  a  Constable  of  St  George,  in 
said  County.  Greeting:— 

In  the  name  of  the  State  of  Maine,  you  are  hereby 
required  to  notify  and  warn  the  inhabitants  of  St. 
George  qualified  by  law  to  vote  in  town  affairs,  to  as- 
semble in  the  School  House,  in  said  town  on  Monday 
the  fourteenth  (14th)  day  of  March,  A.  D.  1921,  at 
nine  (9)  o'clock  in  the  forenoon  to  act  on  the  following 
articles  to  wit: — 

Article  1.  To  elect  a  Moderator  to  preside  at  said 
meeting. 

Art.  2.  To  elect  a  Town  Clerk  for  the  ensuing 
year. 

Art.  3.  To  see  if  the  town  will  vote  to  accept  the 
reports  of  the  Selectmen,  Treasurer,  Town  Clerk,  Super- 
intendent of  Schools  and  Road  Commissioner. 

Art.  4.  To  elect  two  (2)  members  of  the  Board  of 
Selectmen,  Assessors  and  Overseers  of  Poor,  Treasurer, 
one  (1)  member  of  the  School  Board,  Auditer,  Tax 
Collector,  Fire  Wards,  Road  Commissioner  and  other 
necessary  Town  Officers,  fix  their  compensation  and 
raise  a  sum  of  money  for  the  same. 

Art.  5.  To  see  what  sum  of  money  the  town  will 
vote  to  raise  for  the  support  of  common  schools. 

The  Finance  Committee  recommend  the  sum  of 
$5500. 
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Art.  6.  To  see  what  sum  of  money  the  town  will 
vote  to  raise  for  the  repair  of  School  Buildings  for  the 
ensuing  year. 

The  Finance  Committee  recommend  the  sum  of  $450. 

Art.  7.  To  see  what  sum  of  money  the  town  will 
vote  to  raise  for  free  text  books. 

The  Finance  Committee  recommend  $400  for 
common  and  $250  for  High  School. 

Art.  8.  To  see  what  sum  of  money  the  town  will 
vote  to  raise  for  the  support  of  free  high  school  for  the 
ensuing  year. 

The  Finance  Committee  recommend  the  sum  of 
$2100. 

Art.  9.  To  see  what  sum  of  money  the  town  will 
vote  to  raise  for  school  insurance,  apparatus  and  appli- 
ances for  the  coming  year. 

The  Finance  Committee  recommend  the  sum  of 
$150. 

Art.  10.  To  see  what  sum  of  money  the  town  will 
vote  to  raise  for  janitor  services  in  high  school  building 
for  the  coming  year. 

The  Finance  Committee  recommend  the  sum  of 
$250. 

Art.  11.  To  see  what  sum  of  money  the  town  will 
vote  to  raise  for  fuel  for  high  school  building  for  the 
ensuing  year. 

The  Finance  Committee  recommend  the  sum  of 
$150. 

Art.  12.  To  see  what  sum  of  money  the  town  will 
appropriate  and  raise, for  the  conveyance  of  school 
pupils  for  the  coming  year. 

The  Finance  Committee  recommend  the  sum  of 
$1600. 


79 


Art.  13.  To  see  what  sum  of  money  the  town  will 
vote  to  raise  for  the  repairs  of  roads  and  bridges. 

The  Finance  Committee  recommend  the  sum  of 
$1500. 

Art.  14.  To  see  what  sum  of  money  the  town  will 
raise  for  sidewalks  in  Tenant's  Harbor. 

•  Art.  15.  To  see  what  sum  of  money,  if  any,  the 
town  will  raise  for  permanent  sidewalks  in  Tenant's 
Harbor. 

Art.  16.  To  see  what  sum  of  money  the  town  will 
vote  to  raise  to  clear  the  roads  of  snow  for  the  ensuing 
year. 

The  Finance  Committee  recommend  the  sum  of  $500. 

Art.  17.  To  see  if  the  town  will  vote  to  raise  the 
sum  of  $50  for  early  work  on  state  highway. 

Art.  18.  To  see  if  the  town  will  vote  yes  or  no  on 
the  question  of  appropriating  money  necessary  to  entitle 
the  town  to  state  aid,  as  outlined  in  Section  19,  Chap. 
25,  of  the  public  laws  of  the  revised  statutes  of  1916. 

Art.  19.  To  see  if  the  town  will  appropriate  and 
raise  the  sum  of  $533  for  improving  the  section  of  state 
aid  road  as  outlined  in  report  of  state  highway  commis- 
sion in  addition  to  amount  regularly  raised  for  the  care 
of  ways,  highways  and  bridges,  the  above  amount  being 
the  maximum  to  which  the  town  is  allowed  to  raise  un- 
der prevision  in  Section  18,  Chapter  25,  of  revised  stat- 
utes of  1916. 

Art.  20.  To  see  if  the  town  will  vote  to  raise  money 
and  what  sum  for  the  maintenance  of  state  highway 
during  the  ensuing  year,  within  the  limits  of  the  town 
under  the  provisions  of  Sections  9  and  18  of  Chap.  130, 
of  the  public  laws  of  1913. 

The  Finance  Committee  recommend  that  we  raise 
the  sum  of  $666. 
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Art.  21.  To  see  if  the  town  will  vote  to  accept  the 
recommendation  of  the  Selectmen  to  the  State  Highway 
Commission  to  expend  joint  fund  on  the  southern  end 
of  state  highway  improved,  work  to  extend  in  a  south- 
erly direction. 

Art.  22.  To  see  if  the  town  will  vote  to  raise  the 
sum  of  $300  to  be  permanently  expended  on  the  high- 
way known  as  Watt's  avenue,  beginning  at  a  pomt 
where  work  was  completed  in  the  year  1920,  and  going 
northerly  on  said  street. 

Art.  23.  To  see  if  the  town  will  vote  to  raise  the 
sum  of  $300  to  build  a  permanent  road  to  continue  where 
it  was  left  off  in  1920  in  district  No.  10. 

Art.  24.  To  see  if  the  town  will  vote  to  raise  the 
sum  of  $300  to  be  expended  for  the  repair  of  the  public 
road  leading  from  the  main  highway  at  the  head  of  the 
lane  to  the  John  Rawley  hill  on  the  Elmore  road. 

The  finance  Committee  recommend  that  we  raise 
the  sum  of  $100. 

Art.  25.  To  see  if  the  town  will  vote  to  raise  the 
sum  of  $150  for  the  repair  of  highway  from  Fogerty's 
Corner  so  called  going  south  to  Daniel  Pierson's  Home- 
stead, Tenants  Harbor  district. 

The  Finance  committee  recommend  that  we  raise 
the  sum  of  $100. 

Art.  26.  To  see  what  action  the  town  will  take 
towards  laying  out  a  road  from  State  Highway  to  Light 
House  point. 

Art.  27.  To  see  what  sum  of  money  the  town  will 
raise  for  repairs  on  Joseph  Long  hill. 

Art  28.  To  see  what  action  the  town  will  take  in 
relation  to  accepting  the  names  of  jurors  suggested  by 
selectmen. 
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Art.  29.  To  see  what  action  the  town  will  take 
toward  running  out  school  house  lot  in  District  8. 

Art.  30.  To  see  if  the  town  will  vote  to  maintain 
the  school  at  White  Head  for  the  coming  year. 

Art.  31.  To  see  what  action  the  town  will  take  to 
continue  insurance  policy  issued  by  E.  C.  Moran  & 
Co.  covering  the  school  buildings  in  St.  George. 

Art.  32.  To  see  what  action  the  town  will  take  in 
relation  to  collecting  the  amount  due  the  Town  of  St. 
George  from  the  Rufus  Kinney  Est. 

Art.  33.  To  see  what  sum  of  money  the  town  will 
vote  to  raise  for  miscellaneous  bills  and  officers'  salaries. 

Art.  34.  To  see  what  sum  of  money  the  town  will 
vote  to  raise  for  the  support  of  poor. 

The  Finance  committee  recommend  the  sum  of 
$1,500. 

Art.  35.  To  see  what  sum  of  money  the  town  will 
vote  to  raise  for  the  Mother's  Aid  bill,  so  called. 

Art.  36.  To  see  if  the  town  will  appropriate  an  d 
raise  the  sum  of  $1,000  to  pay  road  bond  for  the  coming 
year. 

Art.  37.  To  see  if  the  town  will  vote  to  raise  a  sum 
of  money  to  pay  interest  on  town  bond  for  the  coming 
year. 

^  Art.  38.  To  see  what  discount  the  town  will  vote 
to  allow  on  taxes  paid  on  or  before  a  certain  time. 

Art.  39.  To  see  if  the  town  will  vote  to  fix  a  time 
when  taxes  will  be  due  and  payable. 

Art.  40.  To  see  what  commission  the  town  will 
pay  for  collecting  taxes  the  ensuing  year 

Art.  41.  To  see  what  sum  of  money  the  town  will 
vote  to  raise  for  Soldier's  memorial  as  per  vote  of  last 
town  meeting. 
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Art.  42.  To  see  if  the  town  will  vote  to  appropri- 
ate $300  to  repair  road  from  Thankful  Monaghan's  store 
to  G.  W.  Rawley's  hall  so-called. 

Art.  43.  To  see  what  action  the  town  will  take 
relative  to  the  unused  school  houses  in  town  and  what 
use  shall  be  made  of  the  money  thus  secured. 

Art.  44.  To  see  if  the  town  will  appropriate  the 
sum  of  $ 300. 00  to  repair  the  road  from  the  town  line 
near  Harrington's  Cove  to  Clark  Island  turn,  so-called. 

Art.  45.  To  transact  any  other  business  that  may 
legally  come  before  said  meeting. 

Given  under  our  hands  this  24th  day  of  February 


FORREST  A.  WALL,        )     St.  George 

Art.  46.  To  see  if  the  town  will  vote  to  authorize 
the  Selectmen  and  Treasurer  to  hire  money  sufficient  to 
defray  town  bills  previous  to  receiving  amount  for  same 
from  Tax  Collector. 


1921. 


Selectmen 
of 
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to  come  after  the  Selectmen's  signatures.— The  Printer.) 


ANNUAL  REPORT 

of  the  TOWN  OFFICERS  of  the 

TOWN  OF  ST.  GEORGE 


-  i 

CAMDEN  HERALD  PRINT  p 
Camden,  Maine 


For  the  Year  Ending 
FEB.  21,  1922 


ANNUAL  REPORT 

of  the  TOWN  OFFICERS  of  the 

Town  of  St.  George 


For  the  Year  Ending 
FEB.  21,  1922 


CAMDEN  HERALD  PRINT 
Camden,  Maine 


2 


Town  Officers  for  1921-22 


MODERATOR 
Franklin  Trussell 
TOWN  CLERK 
Charles  Wheeler 

SELECTMEN,  ASSESSORS  AND  OVERSEERS  OF 
THE  POOR 

Fred  H.  Smalley    David  H.  Sumner    Albert  J.  Rawley 
Frank  F.  Robinson 

TREASURER 

Dr.  Charles  H.  Leach 

SUPERINTENDENT  OF  SCHOOLS 

E.  M.  Tucker 

SCHOOL  COMMITTEE 

A.  J.  Rawley,  term  expires  March  13,  1922 

G.  N.  Bachelder,  term  expires  March  13,  1923 

Mrs.  Josephine  Tabbutt,  term  expires  March  13,  1924 

BOARD  OF  HEALTH 

William  J.  Hastings,  term  expires  March  13,  1922 
Frank  Robinson,  term  expires  March  13,  1922 
Forest  Wall,  term  expires  March  13,  1922 

HEALTH  OFFICER 


Charles  H.  Leach 
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COLLECTOR  OF  TAXES 
Charles  H.  Leach 

ROAD.  COMMISSIONER 
Wm.  J.  Hastings 

Selectmen's  Appointments 
CONSTABLES 


BUILDING  INSPECTOR 
Harold  Hupper 
POLICE  OFFICERS 
George  Brown     Winslow  L.  Robinson     F.  W.  Pierson 

SURVEYORS  OF  LUMBER 
Elmer  E.  Allen  Joseph  Robinson 

HARBOR  MASTER 
Charles  Rawley 
MASTER  OF  ALMSHOUSE 
Fred  L.  Keene 
DOG  KILLER 
Charles  H.  Leach 
SEALER  OF  WEIGHTS  AND  MEASURES 


AUDITOR 
Wm.  T.  Hocking 
(By  Selectmen's  Appointment,  Ernest  Rawley) 


G.  N.  Bachelder 


Wm.  J.  Hastings 


Albert  J.  Rawley 
ELECTION  BALLOT  CLERKS 


L.  W.  Seavey 

John  Monaghan 


Weston  H.  Wiley 
WT.  J.  Hastings 
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Selectmen's  Report 


APPROPRIATIONS  FOR  1921 


Miscellaneous  bills  and  officers  salaries 

$3,000 

00 

Support  of  poor 

1,500 

00 

Support  of  High  School 

2,100 

00 

Janitor  High  School 

250 

00 

Text  books  for  High  School 

250 

00 

Common  schools 

5,500 

00 

Tpxt  hooks  pommon  schools 

400 

00 

Tn  cm  van pa  ST^r^avptnci  finrl  Ji'n'nlipnppc; 

AIloU.1  dllL/C  <X±)\J<XL  <X  LUO  cXliKJL  <X\J\Jll<\lL\^Ki£> 

150 

±<j\j 

Renairs  common  school 

450 

00 

Conveyance  High  School 

1,600 

00 

Mothers'  aid  / 

300 

00 

Town  bond 

1,000 

00 

Interest  on  town  bond 

560 

00 

Fuel  High  School 

150 

00 

Repairs  of  roads  and  bridges 

1,500 

00 

Permanent  sidewalks 

300 

00 

Snow  account 

500 

00 

Early  work  roads 

50 

00 

Joint  fund 

533 

00 

Maintenance  state  highway 

666 

00 

Clark  Island  special 

300 

00 

Elmore  special 

300 

00 

Whitehouse  road 

100 

00 

Total  appropriations 

$21,459 

00 

State  tax 

3,294 

99 

County  tax 

1,066 

37 

5 


Overlay  296  89 

Total  $26,117  25  * 

VALUATION  APRIL  1,  1921 

Real  estate,  resident  $310,263  00 

Real  estate,  non-resident  158,545  00 

Personal,  resident  80,282  00 

Personal,  non-resident  36,035  00 


Total  valuation  $585,125  00 

Rate  of  taxation  on  a  dollar  $.042 

Total  sum  raised  on  valuation  $24,575  25 

Tax  on  514  polls  at  $3.00  1,542  00 

By  additions  192  80 

Total  commitment  to  collector  $27, 194  03 
MISCELLANEOUS  BILLS 

Franklin  Trussell,  int.  on  town  bonds  $  50 

Loring,  Short  &  Harmon,  office  supplies  6  68 

George  Allen,  amount  paid  for  tax  deed  15  00 

New  England  Telegraph  Co.  2  05 

Loring,  Short  &  Harmon,  office  supplies  23  63 

Wm.  T.  Hocking,  postage  1  00 

Dean  S.  Kalloch,  labor  on  election  booths  4  50 

New  England  Tel.  &  Tel.  Co.  1  20 

E.  M.  Tucker,  exp.  6  99 

Fred  S.  -Seavey,  printing  town  warrants  3  50 

Ed.  Pease,  labor  election  booths  1  40 

Franklin  Trussell,  acid  and  storage  7  76 

Camden  Pub.  Co.,  printing  town  reports  166  00 

D.  H.  Sumner,  postage  2  96 

H.  H.  Hays  &  Sons,  acid  10  00 

Good  Road  Machinery  Co.  7  50 
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E.  M.  Tucker,  exp. 

1 

82 

New  Eng.  Tel.  &  Tel.  Co. 

3 

15 

E.  M.  Tucker,  exp. 

80 

Geo.  Andrews,  1-4  cord  wood 

3 

66 

0.  H.  Tripp,  survey 

15 

67 

E.  M.  Tucker,  exp. 

90 

Telephone  service 

2 

85 

B.  H.  Keller,  exp.  at  hearing  Wm.  Bickmore 

10 

00 

A.  J.  Rawley,  auto  service  tran. 

15 

00 

F.  H.  Smalley,  exp. 

3 

00 

E.  M.  Tucker,  exp. 

4 

00 

Livingston  Mfg.  Co. ,  supplies, 

8 

05 

Ira  G.  Hart  labor, 

1 

00 

C.  W.  Livingston,  labor,  road  machine 

4 

92 

J.  K.  Monaghan,  repairs,  road  machine 

4 

25 

E.  M.  Tucker,  exp. 

1 

25 

E.  M.  Tucker,  exp. 

94 

Tel.  &  Telegraph  Co. 

30 

Courier  Gazette  Pub.  Co. 

2 

00 

E.  M.  Tucker,  exp. 

90 

C.  H.  Leach,  to  tax  bid  in  by  town 

241 

19 

' '  postage  and  stationery 

6 

26 

"     "       ' '  abatement  on  1921  tax 

557 

24 

Wm.  J.  Hastings,  supplies 

17 

50 

Wm.  J.  Hastings,  repairs,  road  machine 

1 

53 

Jennie  Sweetland,  storage,  road  machine 

3 

00 

Merritt  A.  Johnson,  bill  of  sale  drafting 

2 

00 

Tel.  &  Telegraph  Co. 

60 

Houston  &  Tuttle  Co.,  supplies 

6 

50 

E.  M.  Tucker,  exp. 

1 

29 

C.  H.  Leach,  typewriter 

25 

00 

H.  F.  Kalloch,  office  supplies 

2 

11 

G.  N.  Bachelder,  attorney's  fees 

21 

45 

SI,  230  80 
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OFFICERS'  SALARIES 


E.  M.  Tucker,     salary  Supt., 

$37  50 

a           tt                      <  c 

<  < 

37  50 

it           t (  n 

<  < 

37  50 

<  <           i  <                      <  < 

<  < 

37  50 

Fred  H.  Smalley,  " 

Selectman 

50  00 

C.  H.  Leach,  Health  Officer  services 

12  63 

' '    reporting  births  and  deaths 

6  25 

E.  M.  Tucker,  sal. 

Supt. 

37  50 

Frank  T.  Robinson,  sal. 

Selectman 

50  00 

D.  H.  Sumner, 

50  00 

Fred  H.  Smalley 

<  < 

50  00 

E.  M.  Tucker, 

Supt. 

75  00 

C.  H.  Leach, 

com.  as  Collector 

300  00 

E.  M.  Tucker, 

Supt. 

37  50 

W.  H.  Wiley, 

Ballot  Clerk 

3  50 

John  Monaghan 

Election  Clerk 

3  50 

Fred  H.  Smalley, 

Selectman 

50  00 

H.  F.  Kalloch 

Auditor 

5  00 

Frank  F.  Robinson  " 

Selectman 

50  00 

H.  S.  Simmons 

Fire  Ward 

10  00 

E.  M.  Tucker, 

Supt. 

37  50 

1 1            a  it 

37  50 

Franklin  Trussell     ' ' 

Moderator 

3  00 

Forest  Wall 

Fire  Ward 

10  00 

Josephine  Tabbutt,  taking  school  census 

20  00 

L.  W.  Seavey,  Ballot  Clerk 

3  50 

E.  M.  Tucker,  salary  Supt. 

37  50 

Wm.  J.  Hastings,  Board  of  Health 

5  00 

Election  Clerk 

3  50 

E.  M.  Tucker,  salary  Supt.  Schools 

37  50 

A.  J.  Rawley,        salary  Selectman 

100  00 

Frank  F.  Robinson 

50  00 

Fred  H.  Smalley 

50  00 
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G.  N.  Bachelder,  School  Board  &  Truant  Officer  21  00 

A.  J.  Rawley         "  21  00 

G.  N.  Bachelder,  com.  taxes  1919  15  74 

1920  4  02 

Chas.  E.  Wheeler,  salary  Town  Clerk  35  00 
' '    recording  births  &  deaths  21  10 

Josephine  Tabbutt,  services  School  Board  7  00 

C.  H.  Leach,  services  Health  Officer  15  38 

births  and  deaths  5  50 

expense  tax  sale  11  52 

services  as  dog  k.  15  00 
com.  to  bal.  1921  tax                    221  58 


$1,729  72 

Miss,  bills  1230.80  and  officers'  salaries  1729.72  2,960  52 
Unexpended  appropriation  39  48 

}  $3,000  00 

SUPPLIES  FURNISHED  ALMSHOUSE 

N.  H.  Gardner,  supplies  $    11  40 

Fred  L.  Keene,  supplies  40  07 

salary  80  00 

Fred  H.  Smalley,  supplies  3  00 

J.  A.  Ewell,  supplies  139  83 

Fred  L.  Keene,  supplies  25  00 

Robinson  Lumber,  supplies  27  95 

J.  A.  Ewell,  supplies  2  60 

44  43 

A.  D.  Davis,  exp.  reimbursed  100  00 

Fred  L.  Keene,  salary  80  00 

supplies  71  67 

Wm.  Pooley,  supplies  reimbursed  5  00 

H.  H.  Roades         "  2  00 

returns  1  00 
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J,  A.  JLWtJll,  bUppiicb 

1 

10  ( 

Ul 

vv .  ii.  mover,  repairs 

91 
Zl 

oo 

J.  A.  Ewell,  supplies 

yu 

QQ 

oy 

Leroy  Smalley,  trucking 

10 

00 

Fred  L.  Keene,  salary 

80 

00 

supplies 

53 

43 

J.  A.  Ewell,  supplies 

154 

60 

Fred  L.  Keene,  supplies 

37 

50 

horse  shoeing 

13 

00 

salary 

80 

00 

J.  A.  Ewell,  supplies 

137 

90 

H.  F.  Kalloch,  " 

14 

41 

Frank  Brown,  labor 

31 

00 

$1 

,521 

04 

EXPENSE,  POOR  IN  TOWN 

vj.  vv.  iviorris,  supplies  lvirs.  riyvarnmen  { 

>  o 

aa 
UU 

r  reo  ii.  omaiiey,  supplies  jonn  wjaia 

Q 
O 

zy 

ourpee  i^amo 

( 

aa 
UU 

j .  r .  Gregory 

1  Q 

lo 

on 
UU 

r  ranK  xtODinson 

o 

z 

UU 

r  uiier-uoDD-uavis 

1  A 
1U 

on 

yu 

L*.  n.  ijeacn,  meaicai  service 

11 

ka 
OU 

B.  B.  &  H.  I.  G.  Co.,  supplies  Mrs.  Hyvarinen 

on 

yy 

A  -I 

41 

Burpee  &  Lamb,  supplies  John  Ojala 

4 

AA 
UU 

Annie  B.  Smith,  supplies  Mrs.  Manninen 

20 

00 

John  Morris,  supplies  Mrs.  Erickson 

10 

50 

Robert  Wood,  supplies  Mrs.  Hyvarinen 

9 

00 

John  Morris,  supplies  Mrs.  Erickson 

24 

00 

it                      i  t                      i  i 

9 

00 

B.  B.  &  H.  I.  G.  Co.,  supplies  Mrs.  Hyvarinen 

68 

73 

Fulier-Cobb-Davis,  supplies  John  Ojala 

19 

75 

Frank  Robinson 

15 

00 

J.  A.  Ewell 

47 

32 
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John  Morris,  Sr.,  house  rent  Mrs.  Erickson  10  50 


$399  90 

ORDERS  DRAWN  FOR  POOR  OUT  OF  TOWN 

Children's  Home  Society  $ 
Thomas  F.  Hart,  board  and  care  Eugena  Coffin 
Children's  Home  Society,  board  Eleanora  Matson 
City  of  Rockland,  supplies  Winfred  Wiley 

Clarence  Allen 
Children's  Home  Society,  board  Eleanora  Matson 
City  of  Rockland,  supplies  Clarence  Allen 

Winfred  Wiley 
Children's  Home  Society,  board  Eleanora  Matson 
City  of  Rockland,  supplies  Winford  Wiley 
Children's  J3ome  Society,  board  Eleanora  Matson 
City  of  Rockland,  supplies  Winfred  Wiley 
Children's  Home  Society,  board  Eleanora  Matson 
City  of  Augusta,  supplies  Arthur  Pierson 
City  of  Rockland,  supplies  Winfred  Wiley 
Children's  Home  Society,  board  Eleanora  Matson 
City  of  Rockland,  supplies  Winford  Wiley 

a  i  i  a  a  a 

Children's  Home  Society,  board  Eleanora  Matson 

City  of  Rockland,  supplies  Winford  Wiley 
Maine  Children's  Home  Society,  board  E.  Matson 
City  of  Rockland,  supplies  Winford  Wiley 
Children's  Home  Society,  board  Eleanora  Matson 
Clifton  Marshall,  trans.  Mrs.  Coffin 


15 

04 

10 

78 

16 

50 

80 

41 

33 

37 

31 

90 

6 

58 

10 

00 

18 

94 

10 

00 

16 

89 

17 

30 

15 

50 

27 

10 

10 

00 

9 

23 

10 

00 

10 

00 

12 

79 

2 

80 

10 

00 

3 

80 

20 

00 

21 

87 

3 

00 

$423  80 
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SUMMARY  OF  POOR 


Poor  at  almshouse  $1,521  04 

Poor  in  town  399  00 

Poor  out  of  town  423  80 

$2,344  74 

Appropriation  $1,500  00 

Sale  of  produce  375  70 

Board  of  Andrew  Johnson  260  00 

Alfred  Alley  for  exp.  Edwin  S.  Alley  107  00 

Overdraft  ?         102  04 

$2,344  74 

ORDERS  DRAWN  FOR  STATE  PAUPERS 

Maria  Honkonen,  care  Johnson  children  $  30  00 

J.  A.  Ewell,  supplies  Andrew  Johnson  2  60 

3  30 

Maria  Honkonen,  care  Johnson  children  30  00 

30  00 

J.  A.  Ewell,  supplies  Andrew  Johnson  6  12 

Maria  Honkonen,  care  of  Johnson  children  30  00 

Town  orders  1921  $132  02 

Amount  due  from  State  1921  57  50 

Andrew  K.  Johnson  260  00 

Total  amount  due  $449  52 

Amount  received  from  State  423  35 

Amount  due  from  State  $  16  17 

ORDERS  DRAWN  FOR  MOTHERS'  AID 

Annie  Flood,  Feb.  $  40  00 

March  40  00 

Lottie  Grant,  City  of  Rockland  24  00 
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Annie  Flood 

Town  orders 
One-half  due  from  State 

1921 

Total  due  from  State 
Received  from  State 

Due  from  State 

INMATES  AT  ALMSHOUSE 

Andrew  Johnson      aged  74  years 

Haulsie  Harrington      "  86 

Mike  Hendrickson       "    78  " 

FredChaples  "  74 

Admitted  during  the  year,  none 
Deceased  during  the  year,  one 

ALMSHOUSE  INVENTORY 

Stock:  1  cow,  1  heifer,  25  hens. 

Vegetables:  20  bu,  potatoes,  10  bu.  turnips,  3  bu. 
carrots,  1  bu.  beets,  10  bu.  cattle  beets,  1%  bu.  beans, 
Yi  bbl.  sour  krout,  %  bbl.  salt  pork,  75  lbs.  fresh  pork, 
40  lbs.  fresh  beef,  23^  tons  hay,  15  cords  wood,  18  lbs. 
butter. 

LICENSES  GRANTED 


John  Morris  $10  00 

Fred  Seavey  10  00 

Frank  Johnson  10  00 

Frank  Rider  10  00 

Charles  Wheeler  10  00 

$50  00 

Claude  Wiley  and  Harrison  A.  Smith,  motion 

pictures  4  00 

$54  00 


240  00 

$344  00 

$172  00 
180  00 

$352  00 
300  00 

$  52  00 
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PROPERTY  OWNED  BY  TOWN 

Wilhelmina  Hobbs  house  lot  Dist.  3 
Stephen  Jones     acre  land  Dist.  3 
0.  Spear  or  owners  Dist.  2 

SUMMARY  OF  ORDERS  DRAWN 

Town  orders  $  6,079  03 

School  orders  14,044  15 

Summer  orders  4,275  91 

Winter  orders  35  84 

AMOUNT  OF  TOWN  BONDS  DRAWN 

Franklin  Trussell  $  700  00 

D.  W.  Giles  100  00 

E.  Rawley  100  00 
C.  Rawley  100  00 

$1,000  00 

By  appropriation    '  $1,000  00 

INTEREST  ON  TOWN  BONDS 

Franklin  Trussell  $288  00 

C.  Rawley  80  00 
E.  Rawley  108  00 
Mrs.  Grace  Rivers  40  00 
A.  H.  Andrews  12  00 

D.  W.  Giles  32  00 

$560  00 

By  appropriations  $560  00 
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COMMON  SCHOOL  EXPENDITURES 


Amount  expended  for  teaching  $6,448  00 

fuel  511  44 

janitor  319  68 

conveyance  .  652  00 

tuition  305  31 

Unexpended  balance  117  52 

$8,353  95 

Cr. 

Appropriation  $5,500  00 

School  and  mill  fund  1,072  80 

Common  school  fund  1,239  11 

Equalization  fund  from  State  m    264  00 

R.  R.  and  Telegraph  Tax  "      11  37 

2-3  appropriation  janitor  High  School  building     166  67 
fuel         "         "  100  00 

$8,353  95 


COMMON  SCHOOL  TEXT  BOOKS 

To  amount  expended  $399  77 

unexpended  23 

$400  00 

Cr. 

By  appropriation  $400  00 

COMMON  SCHOOL  REPAIR  ACCOUNT 

Amount  expended  $470  82 

Unexpended  33  38 

$504  20 
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Cr. 

By  appropriation  $450  00 

Balance  State  Equalization  Fund,  1921  54  20 

$504  20 

INSURANCE,  APPARATUS  AND  APPLIANCES 
COMMON  SCHOOL 

Amount  expended  $  92  49 

Unexpended  7  51 

$100  00 

Cr. 

By  appropriation  $100  00 

COMMON  SCHOOL  ACCOUNT  AS  RENDERED  TO 
THE  STATE 

Overdraft  Feb.  9,  1921,  $  403  31 

Teachers'  wages  6,448  00 

Fuel  511  44 

Janitor  service  319  68 

Conveyance  (including  one-half  Spec.  Trans.)  1,473  25 

Tuition  S.  Thomaston  (2  years)  305  31 

$9,460  99 

Cr. 

By  appropriation  $5,500  00 

2-3  appropriation  for  janitor  H.  S.  Bldg.  166  67 

fuel  100  00 

1-2                         transportation  800  00 

school  and  mill  fund  1,072  80 

common  school  fund  1,239  11 

equalization  fund  264  00 

R.  R.  and  telegraph  tax  11  37 

Overdraft  307  04 

$9,460  99 
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FOR  IMPROVEMENT  OF  TOILETS 

By  amount  received  from  state  $100  00 

sale  of  schoolhouse        50  00 
unexpended  $150  00 

HIGH  SCHOOL  EXPENDITURE 
Dr. 

To  amount  expended  for  teachers  $2,691  48 

janitor  83  34 

fuel  154  66 
$2,929  48 

Cr. 

By  unexpended  Feb.  9,  1921,  $    79  84 

appropriation  2,100  00 

1-3  appropriation  for  H.  S.  bldg.,  janitor  83  33 

1-3                                         fuel  50  00 

amount  received  from  state  treasurer  500  00 

overdrawn  116  31 

$2,929  48 

TEXT  BOOKS  HIGH  SCHOOL 

To  amount  expended  $199  70 

unexpended  balance  30 

$200  00 

Cr. 

By  appropriation  $200  00 

STATE  EQUALIZATION  MONEY  FOR  HIGH 
SCHOOL  APPARATUS 

Unexpended  Feb.  9,  1921,  $10  95 

Appropriation  50  00 

$60  95 


\ 
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Cr. 

By  amount  expended  $  2  92 

unexpended  58  03 


$60  95 


SPECIAL  TRANSPORTATION 


To  amount  expended  $1,842  50 

unexpended  57  50 

$1,700  00 

Cr. 

By  appropriation  $1,600  00 

amt.  received  from  state  equalization  fund      100  00 

$1,700  00 

STATE  EQUALIZATION  FUND  FOR  HIGH 
SCHOOL  LIBRARY 

Amount  expended  $  70  04 

unexpended  79  96 

$150  00 


CR. 


Unexpended  from  State,  per  last  year's  report  $100  00 
Appropriation  '  50  00 

$150  00 

SUMMARY  OF  SCHOOLS 

RECEIPTS      EXPEND.     UNEXP.  OVERD. 

Common  schools         8,353.95  8,236.43  117.52 

High  school  2,813.17  2,929.48  ll6.31 

Text  books,  C.  S.  400.00      399.77  .23 

Text  books,  H.  S.  200.00      199.70  .30 

High  School  apparatus  60.95  2.92  58.03 
Com.  School  apparatus   100.00       92.49  7.51 
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Repairs  504.20      470.82  33.38 

Special  trans.  1,700.00    1,642.50  57.50 

State  Library  Fund        150.00       70.04  79.96 


14,282.27  14,044.15  354.43  116.31 

PATROL  MAINTENANCE 
Dr. 

Amount  expended  $666  00 

Cr. 

Appropriation  $666  00 

STATE  AID  JOINT  FUND 
Dr. 

Amount  expended  $533  00 

Cr. 

Appropriation  $533  00 

EARLY  WORK  STATE  HIGHWAY 
Dr. 

Amount  expended  $75  00 

CR. 

Appropriation  $75  00 

SIDEWALKS 
Dr. 

Amount  expended  $297  75 

unexpended  2  25 

$300  00 

CR. 

Appropriation  $300  00 
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SUMMER  ROAD  ORDERS  DRAWN  FOR  1921 


J.  W.  Hupper 

$   3  00 

E.  B.  Hart 

100  00 

Hiram  Jones 

54  25 

Chas.  Kalloch 

45  50 

Walter  Leavitt 

40  00 

Wm.  J.  Hastings 

200  00 

Wm.  Pooley 

68  69 

Norman  Barter 

68  69 

S.  Barter 

70  86 

John  Morris 

5  70 

Wm.  Dennison 

2  10 

Clarence  Watts 

49  00 

Austin  Watts 

24  50 

Norman  Barter 

24  50 

Walter  Teel 

31  35 

E.  B.  Hart 

56  00 

Hiram  Jones 

28  00 

S.  Barter 

28  00 

Hiram  Jones 

6  50 

S.  Barter 

7  00 

H.  F.  Kalloch  Co. 

12  27 

Norman  Barter 

10  50 

S.  Barter 

10  50 

Frank  Morris 

.  21  00 

E.  B.  Hart 

21  00 

Frank  Morris 

9  45 

J.  Jones 

6  75 

M.  Jones 

3  50 

E.  B.  Hart 

152  50 

Wm.  J.  Hastings 

56  00 

Wm.  J.  Hastings 

21  00 

Wm.  J.  Hastings 

100  00 

E.  S.  Hupper 

3  60 
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M.  Robinson 

5  25 

E.  Teel 

3  75 

S.  Davis 

1  95 

S.  Barter 

31  40 

S.  Barter 

52  50 

George  Andrews 

34  00 

N.  Gardner 

56  00 

J.  Jones 

31  50 

E.  B.  Hart 

63  00 

Wm.  J.  Hastings 

63  00 

J.  Jones 

40  25 

E.  B.  Hart 

98  00 

Wm.  J.  Hastings 

98  00 

Wm.  J.  Hastings 

21  00 

M.  Robinson 

4  50 

E.  S.  Hupper 

3  50 

A.  Henderson 

7  00 

Wm.  J.  Hastings 

25  00 

W.  Leavitt 

24  88 

R.  Maker 

23  82 

H.  F.  Kalloch 

12  00 

M.  Cline 

10  00 

Wm.  Wilson 

7  00 

M.  Cartinen 

5  25 

Fred  H.  Smalley 

10  50 

E.  B.  Hart 

31  50 

Wm.  J.  Hastings 

87  50 

E.  S.  Hupper 

6  15 

Hiram  Jones 

3  45 

Wm.  L.  Allen 

3  00 

H.  F.  Kalloch  Co. 

76 

$2,207  12 
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SUMMARY  OF  ROADS 
Expenditure 


Ant.  exp.  by  Wm.  J.  Hastings  $2,207  12 

"    State  Aid  1,223  58 

"   outside  com.  104  21 

' '   patrol  maintenance  666  00 

"    early  work  75  00 


$4,275  91 

Appropriation  roads  and  bridges  $2,200  00 

early  work  50  00 

joint  fund  533  00 

patrol  maintenance  666  00 

Reimbursed  from  State  690  58 

Amount  overdrawn  136  33 


$4,275  91 

WINTER  ROADS  EXP. 

E.  B.  Hart  $   7  00 

James  Hall  1  56 

Irvin  Cook  1  56 

Arthur  Hunter  1  56 

Joe.  Clark  1  56 

Joe.  Jones  57 

Chas.  Ervine  3  07 

Warren  Davis,  1919  18  00 

Wm.  J.  Hastings  96 

$  35  84 

Amount  unexpended  464  16 

$500  00 

Appropriation  $500  00 
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Delinquent  Tax  Payers 


1915 

Arthur  Willey  $3  00 

Joseph  Clark  3  00 

Wilbur  Allen  3  00 

$9  00 

1916 

Albion  Korpenen  $3  00 

J.  S.  Laughlin  1  50 

H.  K.  Willey  2  26 

J.  A.  Laughlin  3  70 

Iradel  Teel  2  00 

Lewis  Taylor  5  80 

Willie  Nash  4  73 

Wilbur  Allen  3  00 

Joseph  Allen  3  00 

Nichola  Hakleola  3  00 

Barro  Korr  3  00 

Oscar  Lunden  3  00 

Emil  Mantyl  3  00 

Owen  Chaples  7  04 

Ardie  Johnson  3  00 

$51  03 

1917 

Nat  Rotteren                                    .  $3  00 

Eno  Hoopnen  3  00 

Topias  Makenen  3  00 


23 


Mat  Kilpi 

3  00 

Iva  Saino 

3  00 

Emil  Maker 

4  00 

Vanarp  Erickson 

3  00 

Iva  Anderson 

3  00 

Emil  Berkvist 

3  00 

Vicor  Bloomberg 

3  00 

Larry  Brown 

3  00 

James  Christie 

3  00 

Gus  Fredrickson 

3  00 

John  Hendrickson 

3  00 

Knut  Hillstrom 

3  00 

Alex  Haldgerson 

3  00 

Gustie  Kalo 

3  00 

Barro  Korr 

3  00 

Alto  Lamki 

3  00 

John  Lukka 

3  00 

Gus  Lofgrew 

3  00 

Lewie  Matson 

3  00 

Alex  Mitchel 

3  00 

Gus  Nelson 

3  00 

Frank  Olson 

3  00 

John  Olson 

3  00 

Henry  Patterson 

3  00 

(Tina  T  .sin  V»f  vcr 

uUo  J-Jdll Uclg 

o 

Paul  QnViarf 

Jraui  ocneri 

Erik  Sironen 

3  00 

Carl  Savanson 

3  00 

Albion  Korpenen 

3  00 

J.  Arthur  Laughlin 

3  00 

Frank  Blake 

3  00 

Walter  Teele 

3  00 

Lewis  Taylor 

6  40 

Chas.  Tracey 

3  00 

Arthur  Francis 

3  00 
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Wm.  Pease,  Sr. 
Chas.  Anderson 
Albert  Bott 
John  Carlson 
Nicholas  Hakleola 
Kustie  Johnson 
Onni  Korpenen 
Laura  Louina 
John  Laurna 
Ana  Passinen 
Albert  Feak 
E.  Saberg 
Mat  Joki 
Ardie  Johnson 
Ernest  Johnson 
Fairfield  Moore 
Freeman  Leavitt 
Alex  Humphrey 
Josiah  Boyles 
Walter  Proctor 
Sanford  Maker 


1918 

Chas.  Rein 
Chas.  Anderson 
Olaf  Backstrom 
Victor  Bloomberg 
A.  Carlson 
Barney  Johnson 
Einor  Johnson 
Otto  Lamki 
Julius  Leppinen 
Gus  Lofgrew 
Louie  Matson 


1  10 

3  00 
3  00 
3  00 
3  00 
3  00 
3  00 
3  00 

3  00 

4  00 
3  00 
3  00 
3  00 

3  00 
7  30 

4  70 
6  40 
3  00 
3  00 
1  00 
6  40 

$191  30 


$3  00 
3  00 
3  00 
3  00 
3  00 
3  00 
3  00 
3  00 
3  00 
3  00 
3  00 
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Carl  E.  Nelson 

3  00 

Hyalmer  Nelson 

3  00 

Karl  E.  Nelson 

3  00 

Frank  Olson 

3  00 

Hyalmer  Peterson 

3  00 

Knut  Sanberg 

3  00 

Gus  Sanberg 

3  00 

Evik  Sironen 

3  00 

Carl  Nelson 

3  00 

Ernest  Tomberg 

3  00 

Alvanus  Cross 

3  00 

Geo.  Robbins 

10  00 

Ed.  Murray 

2  20 

'Lester  Willley 

5  30 

Millard  Robbins 

3  00 

W.  E.  Harris 

3  00 

Mark  Stone 

3  00 

Walter  Teele 

3  00 

Willie  Nash 

4  60 

Andrew  Breen 

3  00 

Chas.  Tracey 

3  00 

Wm.  Pease,  Sr. 

3  80 

Wilbur  Allen 

3  00 

John  Oberg 

3  00 

Nicholas  Hakkala 

3  00 

Hendrick  Johnson 

3  00 

Albion  Korpenen 

3  00 

Ernest  Harrington 

3  00 

Ardie  Johnson 

3  00 

Edward  Staples 

3  00 

Raymond  Rackliffe 

1  60 

Josiah  Boyles 

3  00 

Pearl  Barter 

3  00 

Walter  Proctor 

3  00 

Gertrude  Blackwood 

3  10 
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Thorwald  Patterson 

3  00 

$150  60 

1919 

Victor  Korpenen 

$3  00 

E.  Kastala 

3  00 

Wm.  Hawley 

3  00 

N.  Lahti 

3  00 

John  Matalinen 

3  00 

R.  Murphy 

3  00 

George  Leonard 

3  00 

Martin  Hooper 

3  00 

Edward  Hooper 

3  00 

Frank  Olson 

3  00 

Alfred  Johnson 

3  00 

Sherman  Benner 

8  70 

Ed.  Murray 

11  30 

Iradel  Teel 

3  00 

Oral  Teel 

3  00 

Walter  Teel 

7  80 

Willie  Nash 

3  00 

Chester  Tracy 

2  90 

Chas.  Tracy 

3  00 

W.  G.  Palmer 

3  00 

Lewis  E.  Simmons 

4  30 

Fred  Titus 

3  00 

Chas.  Monroe 

6  80 

Stanley  Stone 

4  10 

Mark  E.  Stone 

3  00 

Wilbur  Allen 

3  00 

F.  M.  Gordon 

3  00 

Ernest  Johnson 

3  00 

Oscar  Lunden 

3  00 

John  Carlson 

3  00 

Sigvard  Carlson 

3  00 
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John  Olson 
Carl  Peterson 
Martin  Pierson 
Iva  Anderson 
Carl  Carlson 
Alex  Carlson 
Elmer  Carlson 
Wm.  Arthur 
Frank  Johnson 
Andrew  Johnson 
H.  H.  Wass 
Ed  Staples 
Freeman  Leavitt 
Josiah  Boyles 
Walter  Proctor 
Emil  Burkvest 
Gertrude  Blackwood 


1920 

Victor  Korpenen 
Eugene  P.  Smalley 
Alfred  Johnson 
Henry  Johnson 
Andrew  Johnson 
Arthur  Hendrickson 
J.  Usala 
Erick  Radegar 

Tom  Kuselar  ♦ 

Carl  Carlson 

Elmer  Carlson 

Ole  Olson 

Hulmar  Olson 

Otto  Olson 

Olaf  Sandvan 


3  00 
3  00 
3  00 
3  00 
3  00 
3  00 
3  00 
3  00 
3  00 

3  00 

4  90 

3  00 

4  90 
3  00 
3  00 
3  00 

2  90 

$175  60 

$3  00 

5  70 

3  00 
3  00 
3  00 
3  00 
3  00 
3  00 
3  00 
3  00 
3  00 
3  00 
3  00 
3  00 
3  00 
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Carl  Swanson 

3  00 

Mat  Valmar 

3  00 

Sherman  Benner 

7  90 

Watson  Balano 

9  80 

Heirs  of  Sarah  Robinson 

2  65 

Ed  Murray 

6  90 

Charles  Brown 

6  90 

Leon  Sweet 

7  90 

Alvah  Simmons 

5  00 

Lester  Willey 

3  00 

Fred  S.  Seavey,  No.  1 

3  00 

Whitney  Thompson 

3  00 

Stanley  Stone 

3  00 

Byron  Tracy 

3  00 

Chas.  Tracy 

3  00 

Hattie  Jones 

15  60 

Wm.  H.  Thompson 

5  90 

Ansel  Hendrickson 

3  00 

David  Leppennen 

0 

3  00 

John  Matson 

3  00 

Mat  Matson 

3  00 

John  Olson 

3  00 

Lafe  Carter 

3  00 

Edgar  Rackliffe 

7  40 

Freeman  Leavitt 

5  00 

Gertrude  Blackwood 

2  90 

Roy  Smalley 

4  00 

Albert  Henderson 

3  00 

Libby  Hupper 

3  00 

Josiah  Boyles 

3  00 

Walter  Proctor 

3  00 

Iradel  Teel 

3  00 

Rudolph  Bergren 

3  00 

$195  55 
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1921 


Frank  W.  Pierson 

$5  90 

John  Allen 

3  00 

Guy  Leavitt 

70 

Donald  Pomeroy 

8  40 

Frank  Sullivan 

3  00 

Mat  Mikanen 

3  00 

Paul  Wantela 

3  00 

Bert  Hakala 

3  00 

Gustie  Hurjula 

3  00 

Albert  Manna 

3  00 

Barney  Walsh 

3  00 

Oscar  Anderson 

3  00 

Samuel  Davis 

6  25 

Call  Benson 

3  00 

Venos  Borgerson 

3  00 

James  Bishop 

3  00 

Eric  Erickson 

3  00 

Gus  Fredrickson 

3  00 

Harry  Forsman 

3  00 

Emil  Johnson 

3  00 

Fritz  Johnson 

3  00 

Berger  Karlin . 

- 

3  00 

Carl  Olson 

3  00 

Erick  Siranen 

3  OCT 

Gust  Skorg 

3  00 

Alvah  Chadwick 

9  40 

Weston  Benner 

4  10 

Majestic  Canning  Co. 

116  20 

Richard  Murray 

7  20 

Lester  E.  Willey 

3  00 

Whitney  Thompson 

3  00 

Willie  Nash 

3  00 

Lawrence  Stimpson 

3  00 

Fred  Titus 

3  00 
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Mat  Salmu 

3  00 

Carl  Dalberg 

3  00 

Alfred  Holmberg 

3  00 

Wm.  Dennison 

^  in 

Albion  Kinney 

6  40 

Guy  Martin 

1  30 

Morris  Dennison 

3  40 

Charles  Wall 

4  10 

Henry  Davis 

3  00 

VV  llliaill  OilfcJIUOil 

O  AA 
O  UU 

Josiah  Boyles 

3  00 

Heirs  of  A.  F.  Elweli 

28  40 

Mary  T.  Elweli 

15  80 

Clarence  Morse 

126  00 

Walter  Leavitt 

34  32 

Heirs  of  Robert  Watts 

2  10 

Robert  Anderson 

3  00 

John  Swanson 

3  00 

Eugene  Smalley 

4  05 

Total  delinquent 

$546  36 
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Abatements  for  1921 


Warrington  L.  Gilchrest,  not  liable 

$  3  00 

John  Ojala 

12  00 

Almond  Hall 

3  00 

Frank  Moon,  paid  in  Rockland 

3  00 

Almond  Saber,  not  liable 

3  00 

Mat  Rinkonen,  taxed  twice 

3  00 

Arvard  Swansin,  too  young 

3  00 

Alex  Brown,  paid  in  Thomaston 

3  00 

John  Benson,  not  liable 

3  00 

Elias  Isaacson,  aged 

3  00 

John  Westland,  gone  away 

3  00 

Wm.  Winchester 

3  00 

Byron  Davis,  not  liable 

3  00 

George  Robbins,  no  property 

1  10 

R.  W.  Porter,  paid  in  Vermont 

3  00 

Laforest  Teel,.  no  boat 

2  10 

R.  W.  Balano,  over  valued 

3  10 

Raymond  Davis,  no  property 

5  30 

W.  F.  Bacon,  Federal  law 

3  20 

Maynard  Farnsworth,  not  liable 

6  20 

Everett  Pease,  over  valued 

2  10 

Raymond  Davis,  taxed  twice 

5  10 

Bertie  Simmons,  no  value 

4  20 

John  Freeman,  paid  elsewhere 

5  30 

Montford  Hooper,  no  boat 

1  30 

Wesley  Wincapaw,  over  valued 

1  70 

Dodge  Hall,  aged 

4  40 

Heirs  of  Charles  Clark,  con. 

4  70 
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t~>   i_      j."  n        i  i 

Robert  Scoot,  no  value 

4  20 

/"\  i  '  _    XT  i                               i  < 

Utis  Hart, 

2  10 

Mrs.  K.  K.  Conary,  taxed  twice 

5  30 

A      J.1              TT          J_  IT 

Arthur  Hunter,  over  valued 

7  53 

Arthur  Gray,  not  liable 

3  00 

Thomas  Willard,  not  liable 

4  00 

Wm.  Honkonen,  over  valued 

2  00 

Frank  Duschane,  not  liable 

3  00 

Isaiah  Balano,  over  valued 

6  40 

TV  /T                T71       TT         a                l    1  •     1  1 

Mary  E.  Hart,  not  liable 

7  40 

TTT                      TV                                    (  i 

Wm.  C.  Dwyer, 

3  00 

/~\          A          A          1                          y^l       TT  T  TT 

0.  A.  Andrews,  C.  W.  V. 

2  70 

A                  T"»  •  1 

Amos  Rivers,  aged 

8  40 

TT      T71      T»         1    T  UP                      1  1 

H.  K  Rackliite,  work  on  road 

12  35 

Harriet  Rawley,  over  valued 

7  11 

John  G.  Wall,  aged 

3  00 

E.  M.  Mills,  no  property 

4  20 

Stephen  Cook,    not  liable 

4  10 

T       1            1    "ft  IT                                         i  i 

Leland  Mann, 

1  50 

Wm.  Dennison, 

6  30 

TT     *              J?    T        1              1711  11 

Heirs  oi  Joshua  Elwell 

2  10 

Walter  Leavitt,  not  liable 

121  80 

B.  Bros.  &  H.  I.  G.  Co.,  over  valued 

84  00 

Lizzie  K.  Marshall,  not  liable 

4  20 

Augusta  Hart,  taxed  twice 

10  50 

Mrs.  Reuben  Hart,  " 

10  50 

Joseph  Clark, 

8  40 

Nellie  McKenzie,  over  valued 

2  10  . 

M.  K.  Roberts,  not  liable 

2  10 

E.  S.  S.  Co. 

33  60 

Heirs  of  Geo.  N.  Brainard,  not  liable 

6  30 

James  E.  Ulmer,  C.  W.  V. 

4  20 

Albert  Smalley,  over  valued 

2  10 

Emil  Ruska, 

4  20 

John  Morris,  Sr. 

7  35 

33 


Wm.  Imlach,  no  property  2  10 

Clara  Gardner,  not  liable  17  90 

Reuben  Maker,        "  4  20 

Chas.  Holbrook,       "  6  55 

M.  J.  Farnham,        "  7  35 

Addie  F.  Watts,       "  1  50 

Alice  Ward,            "  1  10 

Arthur  E.  Merrill,  over  valued  4  20 

John  Monaghan,           "  6  30 

Addie  Robbins,  not  liable  4  20 

$557  24 
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Resources  and  Liabilities 


RESOURCES 

Cash  in  hands  of  treasurer  $3,073  05 

Amount  due  from  G.  N.  Bachelder,  1915  tax  9  00 

1916  tax  51  03 

1917  tax  191  30 

1918  tax  150  60 

1919  tax  175  60 

1920  tax  195  55 
C.  H.  Leach,  1921  tax  557  76 
Rufus  Kinney  estate  150  00 
State  paupers  16  17 
Mothers'  aid  52  00 
State  pension  agent  45  00 

$4,667  06 

Liabilities  in  excess  of  resources  8,332  94 

$13,000  00 

LIABILITIES 

Due  bond  holders  $13,000  00 

Respectfully  submitted, 

Fred  T.  Smalley    ]  Selectmen 

A.  J.  Rawley         >  of 


Frank  F.  Robinson  J  St.  George 

I  have  examined  the  above  account  and  found  the 
same,  to  the  best  of  my  knowledge  and  belief,  correct. 

Ernest  Rawley. 
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Road  Commissioner's  Report 


MAKER  ROAD  1921 


Melvin  Cline,  labor  $10  00 

J.  W.  Hupper  3  00  . 

$13  00 

JONES,  CR.  TO  HARRINGTON  COVE 

W.  J.  Hastings,  team  $  77  00 

E.  B.  Hart,  team  51  00 

A.  Henderson,  labor  i     7  00 

Hiram  Jones  •    29  75 

C.  Kalloch  17  50 

R.  Maker  23  82 
•   

$206  07 

DAVIS  CR.  TO  CLARK'S  ISLAND 

W.  J.  Hastings,  team  $  28  00 

E.  B.  Hart,  team  28  00 

H.  Jones,  labor  14  00 

C.  Kalloch  14  00 

$  84  00 

BARNES'  DISTRICT 

W.  J.  Hastings,  team  $27  40 

E.  B.  Hart  17  50 

H.  Jones,  labor  9  75 

C.  Kalloch  7  00 

$  61  65 
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A.  KALLOCH  CR.  TO  SO.  THOMASTON  LINE 


W.  J.  Hastings,  team  $  21  00 

E.  B.  Hart  '    17  50 

H.  Jones,  labor  9  75 

C.  Kalloch  10  50 


$  58  75 

LONG  COVE  ROAD 

.  W.  J.  Hastings,  team  $  24  50 

E.  B.  Hart  10  50 

F.  H.  Smalley  10  50 
S.  Barter,  labor  3  50 
Willis  Wilson  7  00 
Matt.  Carty  5  25 

$  61  25 

WALLSTON  ROAD 

W.  J.  Hastings,  team  $  45  50 

E.  B.  Hart  38  50 

S.  Barter,  labor,  cutting  bushes  22  75 

N.  Barter,  labor  12  25 

W.  Pooley  12  25 

$131  25 

GLENM.ORE  ROAD 

W.  J.  Hastings,  team  $155  50 

E.  B.  Hart  148  50 

S.  Barter,  labor  41  11 

W.  Pooley  31  94 

N.  Barter  31  94 

J.  Jones  40  00 
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Melvin  Jones  3  50 

Willis  Wilson  3  50 

$455  99 

Labor  on  State  Highway,  St.  George  $25  00 

Walter  Leavitt,  lumber  $64  88 

BURMAN  MORRILL  ROAD  1921 

W.  J.  Hastings,  team  $  14  00 

E.  B.  Hart  '                           14  00 

Joel  Jones,  labor  7  00 

S.  Barter  7  00 

$  42  00 

HORSE  POINT  ROAD 

W.  J.  Hastings,  team  $   7  00 

E.  B.  Hart  7  00 

N.  Barter,  labor  3  50 

W.  Pooley  3  50 

S.  Barter  3  50 

$  24  50 


LIGHTHOUSE  POINT  ROAD 

W.  J.  Hastings,  team 
E.  B.  Hart 
S.  Barter,  labor 
W.  Pooley 
N.  Barter 


$  7  00 
7  00 
3  50 
3  50 
3  50 


$  24  50 
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ELMORE  ROAD  1921 


W.  J.  Hastings,  team 

$  28  00 

E.  B.  Hart 

21  00 

S.  Barter,  labor 

10  50 

W.  Pooley 

10  50 

N  Rartpr 

10  50 

$  80  50 

TENANTS  HARBOR  ROADS 

W.  J.  Hastings,  team 

$  45  50 

E.  B.  Hart 

38  50 

S.  Barter 

14  00 

N.  Barter 

7  00 

W.  Pooley 

7  00 

S1 12  00 

<pjLJ-£J  \J\J 

GRAVEL  ON  ROADS  1921 

John  Morris 

$   5  70 

W.  Dennison 

2  10 

E.  S.  Hooper 

13  25 

George  McRobinson 

9  75 

S.  Davis 

1  95 

Irving  Teel 

3  75 

W.  L,  Allen 

3  00 

Hiram  Jones 

6  45 

$  45  95 

H.  F.  Kalloch  &  Co.,  material 

25  03 

Total 

$1,516  32 

WHITEHOUSE  HILL  SPECIAL  1921 


W.  J.  Hastings,  team 
E.  B.  Hart 


$  21  00 
21  00 
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F.  Morris  21  00 

S.  Barter,  labor  10  50 

N.  Barter  10  50 

F.  Morris,  gravel  9  45 

Total  $  93  45 

Unexpended  6  55 

$100  00 

ELMORE  SPECIAL  1921 

W.  J.  Hastings,  team  $  63  00 

E.  B.  Hart  63  00 

N.  H.  Gardner  56  00 

Joe  Jones,  labor  31  50 

S.  Barter,  cutting  bushes  21  00 

George  Andrews,  gravel  34  00 

S.  Barter,  labor  31  50 

Total*  $300  00 
CLARK  ISLAND  SPECIAL 

W.  J.  Hastings,  team  $  56  00 

E.  B.  Hart  56  00 

C.  J.  Watts  49  00 

Hiram  Jones,  labor  28  00 

S.  Barter  28  00* 

Austin  Watts  24  50 

N.  Barter  24  50 

W.  Steele,  gravel                                ,  31  35 

Total  $297  35 

Unexpended  2  65 

$300  00 
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Treasurer's  Report 


CHAS.  H.  LEACH,  TREASURER 
1921  Dr. 


Feb 

16 

To  cash  on  hand 

$  542  62 

26 

To  cash  Mr.  Trussell,  note  at  6% 

500  00 

26 

To  cash  Mrs.  J.  K.  Monaghan,  note 

at  6% 

500  00 

March  4 

To  cash  David  H.  Sumner,  note,  no 

interest 

300  00 

Mar. 

15 

To  cash  State  Treasurer,  support  of 

poor 

67  10 

Mar. 

15 

To  cash  J.  W.  Hupper  for  plank 

2.20 

$1,911  92 

By  W.  T.  HOCKING 


Mar.  25  To  cash,  W.  T.  Hocking  $  72  76 
To  cash,  John  Mehan  &  Son  5-  00 
To  cash  Franklin  Trussell,  note  at  6%  2,000  00 

m  Apr.    7  To  cash,  Paving  Cutters'  Union              1  00 

14  To  cash,  State  Treas.,  Support  of  Poor  132  45 

30  To  cash,  Security  Trust  Co.  note  at  6%  1,000  00 

May    14  To  cash,  State  Treas.,  Support  of  Poor  97  60 

14  To  cash,  State  Treas.,  Mothers'  Aid      60  00 

16  To  cash,  John  Morris,  pool-room  license  1000 

21  To  cash,  Paving  Cutters'  Union             1  00 

21  To  cash,  E.  C.  Moran  &  Co.  Ins.  rebate  40  84 

28  To  cash,  State  Treas.,  Mothers'  Aid     180  00 

Apr.   30  To  cash,  Sale  of  produce,  Town  Farm    64  51 
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June 

A 

4 

9^ 

July 

o 
Z 

Aug. 

6 

6 

a 
0 

Sept. 

5 

10 

UCL. 

IU 

91 

Nov. 

i 
i 

i 
i 

7 
1 

Nov. 

30 

30 

Dec. 

8 

15 

17 

17 

24 

Dec. 

24 

To  cash,  Paving  Cutters'  Union  1  00 

To  cash,  F.  B.  Balano,  excess  for  taxes  172  50 
To  cash,  Paving  Cutters'  Union  1  00 

To  cash,  State  Treas.,  Mothers'  Aid  60  00 
To  cash,  State  Treas.,  Support  of  Poor  98  30 
To  cash,  Sale  of  produce,  Town  Farm  102  24 
To  cash,  Paving  Cutters'  Union  1  00 

To  cash,  Herbert  Pierson  schoolhouse  50  00 
To  cash,  C.  E.  Wheeler,  dog  licenses  76  00 
To  cash,  John  Mehan  &  Sons  5  00 

To  cash,  John  Monaghan,  for  hay  25 
To  cash,  Sale  of  produce,  Town  Farm  139  94 
To  cash,  Frank  Johnson,  pool-room 

license  10  00 

To  cash,  Treas.,  school  and  mill  fund  1,072  80 
To  cash,  State  Treas. ,  common  school 

fund  1,239  11 

To  cash,  State  Treas.,  R.  R.  &  Tel.  tax  11  37 
To  cash,  Paving  Cutters'  Union  1  00 

To  cash,  Fred  Se'avey,  pool-room  license  10  00 
To  cash,  State  Treas.,  equalization  fund  264  00 
To  cash,  State  Treas. ,  Support  of  Poor  95  00 
To  cash,  State  Treas. ,  improved  state 

road  690  58 

To  cash,  State  Treas.,  Free  High 

School  500  00 


1922 


Jan.     7   To  cash,  State    Treas.,  secondary 

education  200  00 

Jan.    14   To  cash,  State  Treas.,  soldiers' pensions  15  00 
26  30  00 

30   To  cash,  State  Treas. ,  Ryder  pool-room 

license  10  00 

Feb.     1    To  cash,  Sale  of  produce,  Town  Farm    69  01 
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2   To  cash,  Clark  Island  Granite  Co.,  to 

redeem  tax  deed  592  62 

Feb.     3   To  cash,  C.  E.  Wheeler,  pool- room 

license  10  00 

Feb.     6   To  cash,  Fred  Alley  107  00 

9  To  cash,  State  Treas.,  Support  of  Poor  101  12 
12  To  cash,  motion  pictures  and  opera- 
tor's license  4  00 
Feb.  1  To  cash,  interest  on  saving  deposit  69  12 
15  To  cash,  G.  N.  Bachelder,  1919  tax  639  40 
15  To  cash,  G.  N.  Bachelder,  1920  tax  161  30 
15   To  cash,  C.  H.  Leach,  1921  tax        26,636  27 

Total  receipts  36,911  09 

Feb.    15   To  cash,  to  balance  $3,073  88 

1921  Cr. 

Mar.  25  By  cash,  town  orders  $  156  77 

5  By  cash,  school  orders  1,679  39 

25  By  cash,  Sumner  road  order  3  00 

25  By  cash,  to  balance  72  76 

$1,911  92 


By  W.  T.  HOCKING 


Mar.  29  By  cash,  D.  H.  Sumner  note  of  Mar.  4  $300  00 
Apr.   23    By   cash,    Franklin   Tower,  state 

pension  6  00 

Apr.   23    By  cash,  Eunice  Elwell,  state  pension     9  00 
June  27    By  cash,  Mrs.  Monaghan  note,  Feb.  26  510  00 
29    By  cash,  Security  Trust  Co.  note 

Apr.  20  1,010  00 

July     2    By  cash,  Franklin  Tower,  stafe  pen- 
sion 6  00 
July     2    By  cash,  Eunice  Elwell,  state  pension     9  00 
6    By  cash,  Mr.  Trussell,  note  of  Feb.  26  510  92 
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7  By  cash,  Capt.  Giles,  interest  on  bonds  16  00 

8  By  cash,  Mr.  Trussell,  interest  on  bonds  144  00 
8    By  cash,  F.  B.  Balano,  reimbursed      172  50 

20  By  cash,  Grace  Rivers,  int.  on  bonds  20  00 
15    By  cash,  Rockland  National  Band, 

interest  on  bonds  54  00 

Oct.    3    By  cash,  Franklin  Tower,  state  pension    6  00 
3    By  cash,  Eunice  Elwell,  state  pension       9  00 
24    By  cash,  Mr.  Trussell,  note  and  inter- 
est, March  21  2,071  00 
Dec.    1    By  cash,  State  Treas.,  state  tax         3,294  99 

1  By  cash,  State  Treas.,  due  on  1920 

dog  tax  2  00 

15    By  cash,  Albion  Andrews,  interest  on 

bonds  12  00 

Dec.  16    By  cash,  Chas.  Rawley,  interest  on 

bonds  80  00 

Dec.  28    By  cash,  County  Treas,  county  tax     1,066  37 

1922 

Jan.     2    By  cash,  Franklin  Tower,  State  Pension  15  00 

2  By  cash,  Eunice  Elwell,  State  Pension  15  00 
4    By  cash,  Mr.  Trussell,  bonds  41,  42,  43, 

44,  45,  46,  47  700  00 

4  By  cash,  Mr.  Trussell,  int.  on  bonds  144  00 
14    By  cash,  Chas.  Rawley.  bond  70  100  00 

14  By  cash,  Ernest  Rawley,  bond  97  100  00 
12    By  cash,  D.  W.  Giles,  bond  138  100  00 

14    By  cash,  Rockland  Nat.  Bank,  int.  on 

bonds     s  54  00 

11    By  cash,  Mrs.  Grace  Rivers,  int.  on 

bonds  20  00 

Feb.     3    By  cash,  Wm.  Grant  (to  redeem  Clark 

Island  tax  deed)  for  C.I.  Granite  Co.  578  90 

3  By  cash,  Clark  Island  Granite  Co.  re- 
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imbursed  13  72 

4  By  cash,  D.  W.  Giles,  int.  on  bonds  16  00 
6    By  cash,  State  Treas.,  dog  license 

money  76  00 

15  By  cash,  Selectmen's  school  orders  12,364  76 
15  By  cash,  Selectmen's  town  orders  5,922  26 
15    By  cash,  Selectmen's  summer  roads 

orders  4,272  91 

15    By  cash,  Selectmen's  winter  roads 

orders  35  84 

15    By  cash,  balance  on  hand  3,073  88 

$36,911  09 

Respectfully  submitted. 

C.  H.  Leach,  Treasurer. 

Feb.  21,  1922.  I  have  examined  this  account  and 
find  the  same  to  the  best  of  my  knowledge  and  belief 
to  be  correct. 

Ernest  Rawley,  Auditor  of  Accounts. 
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Town  Clerk's  Report 


SELECTMEN'S  APPOINTMENTS 

CONSTABLES 

G.  N.  Bachelder  William  J.  Hastings 

POLICE  OFFICERS 

George  Brown       Winslow  Robinson       F.  W.  Pierson 
SURVEYORS 

E.E.Allen  Joseph  Robinson 

HARBOR  MASTER 

Charles  W.  Rawley 

MASTER  ALMSHOUSE 

Fred  L.  Keene 

DOG  KILLER 

Charles  H.  Leach 

SEALER  OF  WEIGHTS  AND  MEASURES 

A.  J.  Rawjey 

BALLOT  CLERKS 

L.  W.  Seavey  W.  H.  Wiley  W.  J.  Hastings 

John  K.  Monaghan 

DOG  LICENSES 
Dogs,  76  at  $1.00  $76  00 

C.  E.  Wheeler,  Town  Clerk. 
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MARRIAGES 

Jan.  13  Wm.  Maynard  Condon  and  Florence  B.  Sim- 
mons, both  of  St.  George,  by  Martin  S. 
Howes,  clergyman. 

Feb.   19    Sumner  Teel  and  Winnie  M.  Teel,  both  of  St. 

George,  by  Martin  S.  Howes,  clergyman. 

Mar.  14   Edgar  Ervin  and  Lena  Black,  both  of  St. 

George,  by  Martin  S.  Howes,  clergyman. 

April  21  Helmar  A.  Nelson  and  Sarah  Ratikinen,  both 
of  St.  George,  by  Frank  B.  Miller,  justice 
of  the  peace. 

June  2  George  E.  Gross  of  Isle  au  Haut  and  Cora 
Eaton  of  St.  George,  by  Newman  M.  Wil- 
son, clergyman. 

July     2   Victor  Blomberg  and  Veda  Maher,  both  of  St. 

George,  by  J.  Stanley  Crossland,  clergyman 

July    6   Claude  E.  Wiley  and  Jessie  Mills,  both  of  St. 

George,  by  Martin  S.  Howes,  clergyman. 

July  7  Peter  Edwards  of  St.  George  and  Annie  Hal- 
ligan  of  Rockland,  by  A.  Edward  Scott, 
clergyman. 

July  19  Allison  Pierson  of  Rockport  and  Inez  Denni- 
son  of  St.  George,  by  J.  Stanley  Crossland, 
clergyman. 

July  20  Leslie  Arthur  Thompson  of  St.  George  and 
Gladys  M.  Robinson  of  Thomaston,  by  Al- 
bert E.  WThitten,  clergyman. 

Aug.  26  Mathue  Kilpinen  and  Katherine  Kallio,  both 
of  St.  George,  by  Wm.  E.  Sheerer,  justice 
of  the  peace. 

Sept.  2  Arthur  W.  Gray  of  Brooksville  and  Laura 
Larrabee  of  St.  George,  by  H.  I.  Holt, 
clergyman. 
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Sept.  8  Alvah  Harris  of  St.  George  and  Marguerite 
El  well  of  South  Thomaston,  by  Benjamin 
P.  Brown,  clergyman. 

Oct.  12  Sumner  0.  Hopkins  of  Jefferson  and  Cynthia 
M.  Elwell  of  St.  George,  by  Eugene  L. 
Sampson,  clergyman. 

Oct.    16   Arthur  L.  Cook  and  Ella  Simmons,  both  of  St. 

George,  by  Eugene  V.  Allen,  clergyman. 

Nov.    9   Wm.  Dennison  of  St.  George  and  Linnie  H. 

Philbrook  of  Owls  Head,  by  Gilford  P.  But- 
ler, justice  of  the  peace. 

Nov.  12  Frank  S.  Robinson  and  Bernice  G.  Andrews, 
both  of  St.  George,  by  Benjamin  P.  Brown, 
clergyman. 

Nov.  18  Lowell  Young  of  Thomaston  and  Thelma  York 
of  St.  George,  by  Roy  Hilton  Short,  clergy- 
man. 

Nov.  30  Albert  B.  Seavey  and  Jemima  McCourtie, 
both  of  St.  George,  by  Benjamin  P.  Browne, 
clergyman. 

Dec.  20   Charles  Wall  and  Annie  Flood,  both  of  St. 

George,  by  Eugene  V.  Allen,  clergyman. 

Dec.  31  Edward  C.  Chaples  and  Sarah  Johnson,  both 
of  St.  George,  by  Eugene  V.  Allen,  clergy- 
man. 


DEATHS 


1922 

Name 

Yr. 

Mo. 

Days 

Jan.  2 

Leonard  Thompson 

67 

10 

20 

Jan.  5 

Amaziah  Long 

75 

2 

6 

Jan.  28 

Joseph  Baum 

64 

10 

8 

Feb.  6 

Eli  Larrabee 

67 

9 

18 

Feb.  13 

Callie  Norwood 

57 

9 

23 

Feb.  22 

Maggie  J.  Morris 

73 

11 

11 

Feb.  27 

Wm.  Richards 

88 

4 

29 
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Mar.  ll 

Eben  F.  Farnham 
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7 

24 

Mar.  iz 

HiClitn  1  nomas 

A  1 

41 

1 1 
11 

17 

Mar.  lo 

Charles  McLeod 

TC 
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Mar.  ZU 

Jacob  Riley 

C  A 

rr 

7 

22 

Mar.  Zo 
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Q 
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April  l 
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QO 

oo 

u 

U 

April  ll 

Llewellyn  Smalley 

DO 

Z 

o 
Z 

April  io 

Elzina  Hathorn 

bb 

U 

A 

U 

April  lo 

r  ranees  M.  Jidweii 

TO 
/Z 

A 
U 

1 

1 

A  rsvn'l  OA 

April  ZU 

Andrew  Marshall 

TO. 

r 
D 

1  o 

lo 

A  nwil  OK 

April  zo 

Warren  C.  Allen 

OO 

A 

U 

OA 

ZU 

May  lo 

Mary  J.  Simmons 

QO 

oZ 

i 
1 

1  o 

lo 

May  Zo 

l  nomas  McKeiiar 

HC. 

to 

o 
O 

o 
6 

July  b 

iiiawm  o.  Alley 
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id 

A 
U 

O  A 

24 

July  lo 

Walter  bteele 

TO 

to 

b 

OA 

zO 

Aug.  1 

Flora  Ervin 

on 
ZU 

o 
Z 

Zo 

Aug.  11 

Baby  Ervin 

1 1 
11 

Sept.  13 

Ellis  H.  Baum 

26 

11 

0 

Sept.  18 

Stephen  H.  Maxwell 

72 

6 

4 

Qpr>+  Ol 

i-jy  lkjlkx  jj.  -ri.il  liiuii y 

^0 
uu 

Q 

O  _ 

91 
ill 

Sept.  24 

Albert  C.  Niles 

19 

10 

29 

Oct.  22 

Melissa  A.  Hupper 

81 

1 

21 

Nov.  19 

Arvilla  Davis 

88 

10 

1 

Nov.  22 

Charles  G.  Crocker 

86 

8 

3 

Dec.  1 

Stephen  Jones 

63 

3 

29 

Dec.  9 

Thomas  S.  Willard 

80 

7 

27 

Dec.  25 

Vivian  G.  Howard 

24 

5 

28 

BIRTHS 

1921 

Child's.  Name 

Father's  Name 

Jan.  9 

Doris  Mae 

Percy  Dennison 

14 

Doris  Rose 

John  Wood 

Feb.  10 

Not  given 

Charles  C.  King 

15 

Marie  Evelyn 

Harry  Allard 
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21 

Bernard 

21 

Milton  Teel 

Mar. 

1 

Charlotte  Arlene 

14 

Edgar  Maynard 

15 

Helen  Louise 

15 

Burton  Leland 

22 

Myrtle 

27 

Douglas  William 

April 

4 

Anna  Maria 

16 

Josephine  Brock 

16 

Pauline  Agnes 

23 

Cathryn  Mae 

May 

1 

Bernard  Victor 

26 

William  Oscar 

June 

16 

Burton  Wallace 

30 

Edward  Beals 

July 

10 

Ernest  Edward 

19 

Eugene  Prescott 

23 

George  Stewart 

28 

Frederick  Leroy 

Aug. 

4 

Ethel  Marie 

5 
8 

John  Joseph,  Jr. 
Herbert  Munroe 

11 

Not  given 

21 

Gladys  Virginia 

Sept. 

1 

Leah  Phebe 

22 

Emily  Johnson 

28 

Not  given 

Oct. 

1 

Helen  Lena 

9 

Hazelton  Gilchrest 

19 

Carmine  Elaine 

24 

Hilda  Katherine 

27 

Gilberta  Elaine 

30 

Winston  Rudolph . 

John  Thompson 
Sumner  Teel 
Lewis  Taylor 
Maynard  Post 
Merton  Anthony 
Edgar  Ervin 
Gusta  Johnson 
William  Pratt,  Jr. 
Harold  Solberg 
Freeland  Thompson 
Freeland  Thompson 
William  Caven 
Charles  Cushman 
Eric  Rythy 
Iradell  Teele 
Merle  Davis 
Victor  Mackie 
Charles  Dalrymple 
Lester  McKinnon 
F.  L.  Quimby 
Walter  Rackliffe 
John  0' Sullivan 
Edwin  Hart 
Charles  Kaura 
W.  Maynard  Condon 
Willie  W.  Nash 
William  W.  Corbett 
Ernest  J.  Johnson 
Matt  Henry  Matson 
Wallace  McLaughlin 
Bernard  Smalley 
Erland  Makinen 
Henry  W.  Mair 
William  E.  Pease 
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Dec.    2  Jos.  Willard  Cates,  Jr.  Joseph  C.  Robinson 

4  Donald  T.  Thomas  Wood 

7  John  OscaY  Axel  T.  Holgerson 

19  Ethel  Louise  Howard  S.  Smith 
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Department  of  Schools 


REPORT  OF  SUPERINTENDENT 
To  the  Citizens  of  St.  George: 

I  herewith  submit  my  second  annual  report  of  the 
schools  of  this  town  for  your  consideration. 

COMMON  SCHOOLS 

For  various  reasons  it  was  necessary  to  secure  four 
new  teachers  during  the  summer  vacation.  It  was  a 
difficult  matter  to  find  them.  At  no  time  did  I  have  two 
candidates  for  any  one  position.  There  was  no  choice. 
It  was  necessary  to  take  the  one  available  for  the  price 
or  none  at  all. 

In  two  instances,  it  seemed  best  to  make  a  change 
again  at  the  Christmas  vacation  with  better  results. 
But  as  in  the  summer,  we  had  only  two  people  available 
for  the  two  vacancies.  The  same  situation  has  existed 
in  all  of  the  other  towns.  In  some  instances  I  have  not 
been  able  to  locate  a  teacher  when  needed. 

I  am  bringing  these  facts  to  your  attention  that  you 
may  know  that  there  is  not  a  surplus  of  teachers  as 
many  people  would  try  to  make  us  believe.  There  may 
be  some  in  other  occupations,  who  temporarily  unem- 
ployed, are  willing  to  take  schools  while  waiting  for 
their  regular  work  to  start,  though  I  have  been  unable 
to  find  them.  But  they  are  not  teachers  any  more  than 
the  most  of  us  are  lawyers,  doctors  or  skilled  engineers 
and  should  not  be  so  considered.  If  the  damage  done 
by  such  persons  was  inflicted  only  upon  men  and  women 
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who  advocate  such  a  policy,  I  would  be  more  willing  to 
let  them  learn  from  the  penalties  imposed  by  their  own 
conduct.  But  when  the  injury  falls  upon  the  children 
who  are  dependent  upon  the  mature  men  and  women 
of  today  in  this  community  for  the  kind  of  preparation 
which  they  receive  to  meet  the  competition  of  boys  and 
girls  of  other  communities  in  the  next  few  years,  I 
would  be  untrue  to  the  trust  reposed  in -me  by  the  state, 
should  I  not  protest.  We  have  no  more  right  to  place 
them  in  charge  of  an  untrained .  teacher  than  we  have 
to  employ  an  unskilled  person  to  treat  them  in  case  of 
accident  or  illness. 

The  present  school  year  is  thirty-two  weeks.  It 
should  be  thirty-six,  at  least.  There  is  no  argument 
whatever  why  children  should  spend  so  many  weeks 
roaming  the  streets  in  play  and  idleness.  Over  one-third 
of  their  time  is  lost  to  them  as  far  as  preparation  for 
citizenship  and  life's- activities  are  concerned.  There  is 
now  a  country-wide  agitation  along  this  line.  Many 
towns  in  this  state  maintain  their  schools  more  than 
thirty-six  weeks  at  the  present  time  and  others  are  fall- 
ing into  line.  The  boy  or  girl  who  spends  eight  years  in 
schools  is  handicapped  from  a  year  to  a  year  and  a  half 
when  in  competition  with  pupils  from  many  other  towns. 
This  shows  up  markedly  when  they  try  to  do  High 
School  work.  They  are  not  properly  fitted  because  they 
have  not  had  sufficient  time  in  the  elementary  schools.  I 
wonder  that  they  are  able  to  accomplish  as  much  as 
.they  do.  When  the  statement  is  made  that  the  High 
School  is  not  up  to  grade,  it  is  to  some  extent  true. 
Now,  don't  stop  with  that  statement  and  say  "I  told 
you  so,"  but  read  on  and  find  the  reason.  It  is  not  lack 
of  ability  on  the  part  of  the  pupils  nor  entirely  poor 
teaching.    It  is  partly  because  the  pupils  have  not  had 
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sufficient  time  in  the  grade  schools  to  prepare  them  for 
High  School  work  and  partly  because  what  preparation 
they  have  had,  has  been  under  more  or  less  untrained 
teachers. 

Three  things  are  necessary,  a  longer  school  year, 
teachers  with  more  training  for  their  work  and  a  re- 
arrangement of  the  schools  so  that  they  can  be  graded 
in  a  better  manner.  By  this,  I  mean  a  bringing  together 
of  the  pupils  so  that  a  teacher  can  be  given  fewer 
grades.  Teachers  with  four  or  more  grades  cannot  do 
justice  to  any  of  the  pupils. 

Hardly  a  week  passes  that  some  person  does  not 
tell  me  how  he  went  to  a  certain  school  winters  with 
forty  or  fifty  or  sixty  scholars  and  they  got  along  all 
right.  That  may  have  been  true.  But  those  were  the 
days  of  the  ox-team  and  stage  coach,  the  weekly  paper 
and  the  tallow  candle.  We  are  living  now  in  the  age  of 
the  automobile,  the  aeroplane,  the  wireless  telegraph 
and  telephone,  electric  lights  and  the  daily  paper  deliv- 
ered at  our  door.  The  world  has  moved  and  the  people 
above  mentioned  are  perfectly  willing  to  enjoy  the 
things  that  have  made  it  move.  Shall  our  school  system 
stand  still?  Shall  the  teachers  receive  the  same  pay, 
shall  the  pupils  be  compelled  to  attend  school  in  the 
same  buildings  surrounded  with  conditions  that  those 
same  people  would  not  tolerate  for  themselves  for  a 
single  week,  shall  the  same  methods  and  tools  be  used 
as  in  their  youth? 

School  methods  have  kept  pace  with  the  times. 
Which  do  you  prefer,  the  ancient  or  the  modern? 
Whether  the  children  shall  be  trained  to  represent  the 
aeroplane  or  the  stage  coach  age,  is  the  question  square- 
ly before  the  citizens  to  decide.  They  must  live  in  the 
former  even  though  they  are  prepared  for  the  latter. 
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REPAIRS 

A  situation  exists  at  Long  Cove  that  must  have  im- 
mediate solution.  There  are  over  fifty  pupils  in  that 
district.  The  school  house  will  not  accommodate  prop- 
erly over  thirty  at  the  most  and  twenty-five  is  a  more 
reasonable  number.  Yet  there  are  forty  registered  in 
that  school  now.  In  order  to  make  room  for  the  begin- 
ners last  fall,  the  committee  decided  to  convey  to  Wil- 
ey's Corner  eleven  pupils  in  the  vicinity  of  Smalley- 
town.  It  was  able  to  do  this  by  having  them  taken  in 
the  morning  on  the  up  trip  of  the  team  or  auto  which 
brings  the  pupils  to  the  high  and  grammar  schools  and 
bring  them  back  at  night  on  its  return  trip.  This  com- 
ing fall  ten  or  twelve  more  will  have  to  be  taken  from 
that  building  to  make  room  for  those  coming  to  school 
for  the  first  time.  This  means  that  there  are  about 
twenty  more  pupils  belonging  to  that  school  than  the 
house  can  accommodate.  There  are  sufficient  scholars 
for  two  schools  of  thirty  each. 

The  present  arrangement  is  wrong  from  every 
angle.  We  are  simply  transferring  the  children  from 
one  mixed  school  to  another.  The  children  are  gaining 
nothing  whatever  from  an  educational  standpoint.  If 
they  are  to  be  conveyed,  they  should  be  brought  to  some 
central  point  so  that  there  will  be  a  larger  number  in 
each  grade  and  then  each  teacher  can  have  fewer  grades 
with  less  classes  while  handling  the  same  number  of 
scholars.  By  such  an  arrangement  she  can  give  more 
time  to  the  supervision  of  the  work  of  the  pupils  and  to 
actual  teaching  rather  than  to  simply  hearing  recita- 
tions. How  many  have  ever  thought  of  the  difference 
between  the  two? 

Three  solutions  present  themselves  to  me.  The  pupils 
of  the  seventh  and  eighth  grades  can  be  brought  to  Ten- 
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ants  Harbor  as  has  been  done  at  times  in  the  past.  That 
is  in  accord  with  modern  educational  thought  and  might 
possibly  interest  the  State  Dept.  to  help.  A  re-arrange- 
ment of  the  pupils  of  Willardham  and  Long  Cove  can  be 
made  in  which  all  pupils  at  Willardham  living  nearer  Ten- 
ants Harbor  than  Long  cove,  be  sent  to  that  school,  the 
primary  pupils  left  to  go  to  Long  Cove  and  all  of  the 
upper  grades  of  both  schools  come  to  Willardham.  An- 
other solution  is  the  re-location  of  the  Long  Cove  school 
on  a  suitable  lot  and  the  erection  of  a  building  large 
enough  to  care  for  the  pupils  of  that  school  and  those 
of  Willardham  nearer  to  it  than  to  Tenants  Harbor. 
It  is  only  about  two  miles  from  Tenants  Harbor  to  Long 
Cove.  Half  of  that  distance  is  not  too  far  for  any 
healthy  pupil,  properly  clad,  to  walk.  This  might  re- 
quire the  erection  of  a  three-room  building.  It,  how- 
ever, could  be  done  by  making  use  of  some  of  the  aban- 
doned buildings  in  town. 

It  would  be  necessary  to  secure  a  new  lot  for  such 
a  building.  The  present  one  is  not  big  enough  for  the 
building  now  on  it.  There  is  no  provision  for  housing 
the  fuel  as  it  is.  When  the  toilets  are  made  to  comply 
with  the  law  of  the  State  effective  Sept.  1,  1924,  I  doubt 
if  it  can  be  done  without  securing  additional  land,  pro- 
vided the  building  remains  in  its  present  condition  and 
location.  In  view  of  all  of  these  facts,  it  seems  to  me 
that  a  thorough  job  should  be  done  along  some  of  these 
lines  that  will  be  in  keeping  with  modern  educational 
ideals.  Temporary  arrangements  are  expensive.  The 
present  plan  of  conveying  to  Wiley's  Corner  does  not 
and  never  has  received  my  approval. 

At  Martinsville  the  schoolhouse  will  need  shingling  on 
one  side  and  some  other  minor  matters  fixed  during  the 
coming  summer.  New  curtains  are  needed  in  the  High 
School  room.    The  rollers  to  a  considerable  portion  oi 
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those  in  use  are  disabled.  The  seats  are  in  bad  condi- 
tion. Screws  and  bolts  have  come  out,  leaving  them 
rickety  and  many  of  them  are  loose  on  the  floor.  One 
of  the  inside  doors  at  Clark's  Island  needs  repairing  and 
likewise  the  stove.  At  the  Clark  District  there  is  no 
lock  and  some  glass  is  needed.  At  Wiley's  Corner  the 
plastering  on  the  ceiling  needs  patching  and  chairs  for 
the  teacher  and  any  visitor  that  may  come  in  must  be 
secured. 

In  this  connection  I  wish  to  bring  to  the  notice  of 
the  people  of  the  town  the  action  of  St.  George  Grange 
last  fall.  They  voted  to  appropriate  from  their  funds 
the  amount  of  twenty-five  dollars  to  be  expended  upon 
the  grounds  of  the  school  house  at  Wiley's  Corner  in 
beautifying  them  and  in  the  erection  of  playground  ap- 
paratus for  the  use  of  the  children  provided  the  com- 
mittee would  permit  them  to  do  so.  The  committee 
gladly  granted  the  request  and  offered  to  match  it  with 
an  equal  sum.  Winter  came  on  before  there  was  oppor- 
tunity to  carry  out  the  plan  and  the  work  had  to  be  de- 
ferred till  spring.  I  am  greatly  pleased  to  find  one  lo- 
cality taking  a  personal  pride  in  its  school  and  its  sur- 
roundings. I  sincerely  hope  that  it  will  be  an  incentive 
for  all  others  to  do  likewise.  I  would  suggest  that  the 
town  vote  to  give  to  any  district  in  town  as  many  dol- 
lars as  it  will  contribute  itself  for  such  purposes.  People 
begin  to  take  a  genuine  interest  in  a  thing  when  they 
begin  to  work  for  it. 

TEXTBOOKS 

I  have  spent  a  great  amount  of  time  in  planning  the 
purchase  and  distribution  of  the  textbooks.  I  have  con- 
tinued the  policy  of  last  year  of  replacing  the  old  and 
wornout  texts  with  new  and  up-to-date  books  as  far  as 
the  money  allowed  would  permit.     These  have  been 
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placed  in  certain  schools  and  the  best  of  the  old  ones 
used  to  make  out  a  usable  set  in  other  schools.  With 
the  most  careful  buying  there  has  been  a  constant  de- 
mand that  I  have  not  been  able  to  fill  in  all  respects. 

I  doubt  very  much  if  the  coming  year  will  see  every 
pupil  of  the  elementary  schools  fully  supplied. 

At  the  present  time  the  high  school  is  fairly  well 
equipped.  But  the  increased  attendance  another  fall 
will  call  for  additional  texts  plus  any  replacements  that 
may  be  necessary. 

We  are  very  much  in  need  of  materials  to  be  used 
with  the  primary  children.  They  can  use  a  book  but 
very  little  and  unless  devices  are  supplied  to  keep  their 
attention  and  from  which  they  learn  at  the  same  time, 
they  soon  become  listless  and  form  habits  of  indolence 
or  become  restless  for  lack  of  something  to  do  and  at  once 
invent  mischief  for  amusement.  With  the  amount  of 
work  required  of  the  teachers,  they  have  no  time  to 
make  such  material.  With  the  salaries  paid,  they  can- 
not be  expected  to  buy  it  for  the  town,  nor  can  teach- 
ers trained  in  primary  methods  be  secured. 

A  considerable  saving  could  be  made  to  the  parents 
of  the  town,  if  it  would  provide  funds  for  the  purchase 
of  paper  for  the  schools  through  the  school  department. 
It  can  be  bought  from  the  wholesale  houses  in  uniform 
sizes  at  a  cost  of  not  over  one-fourth  of  the  cost  from 
the  stores. 

During  the  year  practically  all  of  the  fund  given  to 
the  town  and  appropriated  by  it  at  its  last  annual  meet- 
ing for  reference  books  for  the  High  school  library  has 
been  used.  An  effort  has  been  made  to  secure  books 
that  will  give  added  information  to  the  pupils  beyond 
^  that  found  in  the  text  books  and  to  bring  them  in  touch 
with  matters  of  vocational  interest  and  good  literature. 
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This  nucleus  should  be  added  to  each  year.  With  no 
public  library  in  town  this  High  school  library  should 
receive  generous  support,  so  that  the  young  people  of 
the  town  may  have  an  opportunity  to  become  acquainted 
with  the  best  in  literature.  They  already  have  a  too 
large  familiarity  with  the  "love  story"  type. 

HIGH  SCHOOL 

The  work  of  thd  High  school  has  been  of  a  much 
higher  order  than  last  year.  The  unfortunate  experi- 
ences in  the  assistant's  position  have  been,  this  year, 
conspicuous  by  their  absence.  We  were  fortunate  in 
being  able  to  persuade  Mr.  Bryant  to  remain  another 
year  with  us  and  likewise  in  securing  the  services  of 
Miss  Dunning.  There  has  been  an  improvement  in  both 
the  quality  and  the  quantity  of  work  over  last  year.  If 
the  proposal  for  a  reduction  of  25  per  cent  in  the  appro- 
priation for  high  school  teachers  for  the  coming  year  is 
accepted  by  the  town,  it  is  a  practically  settled  fact  that 
we  will  lose  their  services.  Some  community  that  is 
looking  for  teachers  who  have  proven  their  worth,  will 
pay  them  a  salary  proportionate  to  the  value  of  their 
service  rather  than  experiment  with  untried  teachers, 
and  we  will  take  our  chances  on  wasting  a  year's  salary 
and  the  time  of  the  pupils  by  securing  inexperienced 
ones.  If  it  were  not  for  the  possible  loss  of  the  pupil's 
time,  it  would  be  a  matter  of  less  concern.  But  lost 
time  can  never  be  recovered  no  matter  how  hard  we  try. 

There  are  in  the  school  at  the  present  time  thirty- 
hine  pupils,  as  compared  with  twenty-six  one  year  ago. 
This  is  an  increase  of  50  per  cent.  Another  year  there 
should  be  between  forty-five  and  fifty.  From  these 
figures  it  is  evident  that  it  is  becoming  more  and  more 
an  important  part  of  your  school  system.    It  is  no  in- 
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significant  matter  to  trifle  with  the  time  of  that  number 
of  young  people,  when  it  means  so  much  to  them  in 
their  future  welfare  and  to  this  country  of  ours  in  the 
type  of  citizens  that  will  control  its  destiny  in  just  a 
few  years. 

TRANSPORTATION 

In  this  connection  the  question  of  transportation  is 
an  important  feature.  Frequently  I  hear  some  one  say 
that  if  parents  want  their  children  to  go  to  High  school 
let  them  pay  the  bill  themselves.  That  sounds  like  a 
conclusive  argument  against  it,  doesn't  it?  But  is  it 
.  after  all?  Why  should  any  one  insure  his  house  or  au- 
tomobile or  his  life?  If  the  house  or  automobile  burns 
or  he  dies,  leaving  a  wife  and  a  family  of  children,  let 
him  bear  the  loss  himself,  or  the  family  his  support. 
By  a  large  number  paying  a  certain  amount  each  year 
into  a  common  treasury,  the  unfortunate  one  is  given 
material  assistance  in  case  of  loss  or  death.  In  like 
manner  is  this  transportation  carried  on.  To  pay  its 
expense  ior  four  years  when  a  pupil  is  in  school  is  a 
burden  which  many  parents  could  not  stand,  but  dis- 
tribute that  same  burden  over  a  series  of  years,  as  is 
done  by  taxation,  and  it  can  be  paid  without  hardship. 
It  is  on  the  same  basis  as  any  other  co-operative*  plan. 
You  help  your  neighbor  while  his  children  are  being 
brought  to  school  and  he  in  turn  helps  you.  The  cost  is 
spread  out  over  a  time  sufficiently  long  to  make  it  bear- 
able. If  any  person  objects  on  the  ground  that  he  has 
no  children,  then  he  should  object  to  insuring  his  build- 
ings because  so  far  they  have  never  burned.  The  man 
who  does  not  gets  little  sympathy  at  the  present  time. 
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ATTENDANCE 

An  epidemic  of  measles  last  spring  and  of  chicken 
pox  this  fall  interfered  to  a  considerable  extent  with  the 
attendance  in  most  of  the  schools.  Otherwise  it  has 
been  good  except  in  a  very  few  families.  In  these  cases 
I  am  inclined  to  believe  that  the  parents  fail  to  realize 
that  the  schools  are  maintained  that  their  children, 
among  others,  may  have  a  better  opportunity  in  life 
than  they  have  had.  From  their  attitude  one  would 
gather  that  the  school  is  some  hardship  imposed  upon 
the  children  and  indirectly  upon  themselves  by  the 
State  and,  therefore,  something  to  be  avoided  if  possi- 
ble. When  parents  will  take  children  from  school  for 
the  purpose  of  visiting,  or  some  other  such  trivial  reason 
the  responsibility  for  the  future  welfare  of  their  off- 
spring rests  lightly  upon  their  shoulders. 

GENERAL  MATTERS 

For  this  fiscal  year  we  have  received  from  the  State 
Equalization  Fund  $464  in  place  of  $1,375  for  last  year. 
$264  of  this  was  assigned  by  the  state  to  common  schools, 
$100  to  transportation  of  High  School  pupils  and  $100 
for  the  improvement  of  the  toilet  conditions  at  the 
High  School  building,  provided  the  town  will  match 
it  with  at  least  a  like  amount.  The  appropriation  for 
the  High  School  in  March,  1920,  was  not  sufficient  to 
make  the  rate  of  taxation  for  that  purpose  above  the 
average  for  the  state.  As  a  result  no  equalization 
money  was  received  for  this  account,  and  it  is  slightly 
overdrawn  for  that  reason. 

The  total  expenditures  for  the  fiscal  year  are 
$14,044.15.  Of  this  amount  the  state  has  contributed 
$3,287.28.  To  state  it  in  another  way,  for  every  dollar 
spent  by  the  town  the  state  has  given  30.845  cents. 
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From  the  fact  that  the  books  of  the  school  depart- 
ment are  in  exact  agreement  with  those  of  the  select- 
men, I  am  not  including  any  financial  statement  with 
this  report.  With  the  system  now  in  use  in  the  two 
departments  there  is  little  opportunity  for  any  differ- 
ences to  occur.  Any  error  that  may  creep  in  is  at  once 
discovered.  The  most  cordial  relations  exist  among  us  • 
and  I  feel  that  it  is  due  them  that  mention  be  made  of 
the  fact. 

In  our  common  school  teaching  force  there  are  three 
receiving  an  annual  salary  of  $640.00;  three,  $576.00; 
two,  $544.00  and  three  $512.00.  The  average  salary  is 
$570.18.  From  data  collected  at  the  end  of  the  fall 
term,  I  find  the  average  weekly  cost  of  board  to  be 
$7.05  and  an  annual  cost  of  $225.60.  This  leaves  an 
average  net  salary  for  the  year  of  $344.58.  Do  you 
know  of  anyone  who  is  willing  to  guarantee  to  bear  all 
of  the  remaining  expenses  of  any  teacher  for  the  year 
for  that  amount?  This  must  include  attendance  at  con- 
ventions, subscriptions  to  papers  and  magazines  educa- 
tional and  otherwise,  a  proper  amount  of  amusement 
and  recreation  and  possible  attendance  at  summer 
Normal  School.  A  person  who  is  not  willing  to  take 
that  contract  has  absolutely  no  right  to  talk  reduction 
of  salary  of  teachers.  If  a  woman  has  no  family  con- 
nections upon  which  she  can  depend  for  any  deficiences, 
she  cannot  one  year  with  another  pay  her  bills.  The 
wage  schedule  of  today  should  have  been  paid  fifteen 
or  twenty  years  ago.  The  reason  for  so  few  trained 
teachers  is  because  the  public  has  never  been  willing 
to  pay  a  wage  that  would  permit  a  person  to  fit  for  the 
profession.  The  brightest  of  our  young  people  will  not 
enter  a  business  or  profession  that  they  know  will  not 
allow  them  to  live  on  a  plane  with  other  people  of  equal 
ability.    You  get  the  same  service  from  a  poor  teacher 
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that  you  get  from  a  $10.00  suit  of  clothes.  In  the  long 
run  one  gets  what  he  pays  for. 

In  the  High  School  the  salary  schedule  is  $1,620 
and  $1, 150.  How  many  realize  that  a  person  to  prepare 
for  High  School  work  makes  an  investment  of  four 
years  of  time  and  the  expenses  in  college?  Shouldn't  a 
person  when  teaching  receive  a  salary  that  will  meet 
his  running  expenses  on  the  same  level  as  other  people 
of  equal  ability,  pay  the  interest  on  that  investment  of 
money  and  time  and  have  something  left  to  lay  aside 
for  those  years  later  in  life  when  he  no  longer  can  render 
service?  No  reasonable  person  will  say  that  he  should 
not.  The  reason  why  so  many  teach  for  a  year  or  two 
and  then  take  up  some  other  business,  is  because  they 
see  that  the  profession  of  teaching  will  not  allow  them 
to  do  this.  Full  service  cannot  be  expected  for  less 
than  full  pay  except  in  rare  instances  where  the  indi- 
vidual renders  it  rather  than  injure  innocent  people. 

As  you  deal  with  your  school  problems  in  your  an- 
nual meeting,  give  this  matter  the  most  careful  thought. 
It  is  most  easy  to  waste  a  great  many  dollars  in  an 
effort  to  save  a  few.  It  is  an  investment  that  you  are 
making  in  the  youth  of  this  town,  not  an  expense  as  a 
trip  to  the  circus  or  the  movies. 

For  the  continued  spirit  of  cooperation  and  friend- 
liness on  the  part  of  the  committee  and  the  citizens 
generally,  I  am  grateful.  I  wish  to  express  here  my 
appreciation  of  the  faithfulness  of  the  teachers. 

Respectfully  submitted, 

EDWARD  M.  TUCKER. 
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Town  Warrant 


KNOK  COUNTY,  SS. 

To  Wm.  J.  Hastings,  a  Constable  of  the  Town 
of  St.  George,  in  said  County  of  Knox.  Greeting: 

In  the  name  of  the  State  of  Maine,  you  are  hereby 
required  to  notify  and  warn  the  inhabitants  of  St.  George 
qualified  by  law  to  vote  in  town  affairs,  to  assemble  in 
the  High  School  building,  in  said  town,  on  Monday,  the 
13th  day  of  March,  A.  D.  1922,  at  nine  o'clock  in  the 
forenoon,  to  act  on  the  following  articles,  to  wit: 

Art.  1.    To  elect  a  Moderator  to  preside  at  said 
meeting. 

Art.  2.    To  elect  a  Town  Clerk  for  the  ensuing  year.  Q 

Art.  3.  To  see  if  the  Town  will  vote  to  accept  the 
report  of  the  selectmen,  treasurer,  town  clerk,  superin- 
tendent of  schools  and  road  commissioner. 

Art.  4  To  elect  three  (3)  members  of  the  board  of 
selectmen,  assessors  and  overseers  of-  the  poor,  treas- 
urer, one  member  of  the  school  board,  road  commis- 
sioner, auditor,  tax  collector,  fire  ward  and  all  other 
necessary  town  officers,  fix  their  compensation  and 
raise  a  sum  of  money  for  the  same. 

Art.  5.  To  see  what  sum  of  money  the  town  will 
vote  to  raise  for  the  support  of  common  schools.     '  ^_  _ 

The  Finance  Committee  recommends  $5, 000. 

Art.  6.  To.  see  what  sum  of  money  the  town  will 
vote  to  raise  for  free  text  books. 
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The  Finance  Committee  recommends  $400  for  com- 
mon and  $150  for  high.  V  £  4 

Art.  7.    To  see  what  sum  of  money  the  town  will 
vote  to  raise  for  the  repair  of  school  buildings  forx  the  " 
coming  year.  Jpfo  Jh) . 

The  Finance  Committee  recommends  $100.  / 

Art.  8.  To  see  what  sum  of  money  the  town  will 
vote  to  raise  for  the  support  of  free  high  school  for  the 
coming  year.  x* 

The  Finance  Committee  recommends  $1,600.  ,  *' 

Art.  9.  To  see  what  sum  of  money  the  town  will 
vote  to  raise  for  school  insurance,  apparatus  and  ap- 
pliances for  the  coming  year. 

The  Finance  Committee  recommends  $100. 

Art,  10.  To  see  what  sum  of  money  the  town  will 
vote  to  raise  for  janitor  service  in  the  high  school  build- 
ing for  the  coming  year. 

The  Finance  Committee  recommends  $250.    .J^    b , 

Art.  11.  To  see  what  sum  of  money  the  town  will 
vote  to  raise  for  fuel  for  high  school  building  for  the 
coming  year.  ^ 

The  Finance  Committee  recommends  $100.  •       /  A 

Art.  12.  To  see  what  sum  of  money  the  town  will 
vote  to  raise  for  the  conveyance  of  school  pupils  for  the 
coming  year.  jti  ^ 

The  Finance  Committee  recommends  $1,600. 

Art.  13.    To  see  what  sum  of  money  the  town  >will^ 
vote  to  raise  for  the  repair  of  roads  and  bridges.     »  f  1 

Art.  14.  To  see  what  sum  of  money  the  town  will  7- 
vote  to  raise  for  permanent  sidewalks,  Tenants  Harbor.  J  , 

Art.  15.    To  see  what  sum  of  money  the  town  will  . 
vote  to  raise  to  buy  a  horse  for  the  poor  farm. 

Art.  16.    To  see  what  sum  of  money  the  town  will 
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vote  to  raise  to  clear  the  roads  of  snow  for  the  coming 
year. 

Art.  17.  To  see  if  the  town  will  vote  to  raise  the 
sum  of  $50  for  early  work  on  the  state  highway. 

Art.  18.  To  see  if  the  town  will  vote  "yes"  or  "no" 
on  the  question  of  appropriation  of  money  necessary  to 
entitle  the  town  to  state  aid  as  outlined  in  section  19, 
chapter  25,  of  the  public  laws  of  the  revised  statutes 
of  1916. 

Art.  19.  To  see  if  the  town  will  appropriate  and 
raise  the  sum  of  $533  for  improving  the  section  of  State 
Aid  road  as  outlined  in  the  report  of  the  State  Highway 
Commission  in  addition  to  amount  regularly  raised  for 
the  care  of  ways,  highways  and  bridges,  the  above 
amount  being  the  maximum  to  which  the  town  is  al- 
lowed to  raise  under  provision  in  section  18,  chapter  25, 
revised  statutes  of  1916. 

Art.  20.  To  see  if  the  town  will  raise  the  sum  of 
$666  for  the  maintenance  of  State  highway. 

Art.  21.  To  see  if  the  town  will  vote  to  accept  the 
recommendation  of  the  selectmen,  to  the  State  Highway 
Commission,  to  expend  joint  fund  on  the  southern  end 
of  State  highway  improved,  work  to  extend  in  a  south- 
erly direction. 

Art.  22.  To  see  if  the  town  will  vote  to  raise  the 
sum  of  $300.00,  to  be  expended  on  the  road  beginning  at 
the  corner  in  front  of  J.  A.  E well's  house  and  extending 
to  the  church  and  cemeteries  at  Wiley's  Corner,  this 
money  to  be  expended  in  a  permanent  way. 

Art.  23.  To  see  if  the  town  will  raise  the  sum  of 
$500.00  for  a  permanent  road  in  District  10,  so  called, 
beginning  at  a  point  going  north  from  work  completed 
in  1921. 
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Art.  24.  To  see  if  the  town  will  vote  to  raise  the 
sum  of  $150.00  for  the  improvement  of  road  from  the 
Post  Office  (Morris  Corner)  to  the  Co.  boarding  house 
at  Long  Cove. 

Art.  25.  To  see  if  the  town  will  vote  to  raise  the 
sum  of  $300.00  to  widen,  straighten  and  fill  in  at  the 
bottom  of  the  Jones  hill,  so  called.  \ 

Art.  26.  To  see  what  sum  of  money  the  town  will 
vote  to  raise  for  miscellaneous  bills  and  officers'  salaries. 

Art.  27.    To  see  what  sum  of  money  the  town  will 
vote  to  raise  for  the  support  of  poor. 

Art.  28.  To  see  if  the  town  will  vote  to  raise  thej, 
sum  of  $1000.00  to  pay  road  bond  for  the  coming  year. 

Art.  29.  To  see  if  the  town  will  vote  to  raise  the 
sum  of  $520.00  to  pay  interest  on  town  bond  for  the 
coming  year. 

Art.  30.    To  see  if  the  town  will  vote  to  fix  a  time 
when  taxes  are  due  and  payable. 

Art.  31.  To  see  what  commission  the  town  will  pay. 
for  collecting  taxes  for  the  ensuing  year.  £  f$ 

Art.  32.    To  see  what  action  the  town  will  take 
relative  to  the  collection  of  taxes  for  the  ensuing  year. 

Art.  33.  To  see  what  action  the  town  will  take  in 
relation  to  the  existing  agreement  between  Mrs.  Clara 
Gardner  and  the  town  of  St.  George  as  to  abating  her 
tax  on  her  property  for  drainage  privilege  for  benefit  of 
State  highway.  (ZM+A%cff 

Art.  34.  To  see  what  action  the  town  will  take  in 
relation  to  the  collection  of  uncollected  taxes  from  year 
1915-1920  inclusive.  Jm^M     fln<  VtAx  )U£j^^^. 

Art.  35.  To  see  if  the  town  will  vote  to  raise  the 
sum  of  $500.00  for  a  permanent  sidewalk  at  Port  Clyde 
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and  said  appropriation  to  be  used  only  as  designated  in 
this  article. 

Art.  36.  To  see  if  the  town  will  vote  to  raise  the 
sum  of  $50.00  to  be  expended  on  Beach  avenue  on  a 
50-50  basis. 

Art.  37.  To  see  if  the  town  will  authorize  the  se- 
lectmen to  make  temporary  loans. 

Art.  38.  To  transact  any  other  business  that  may 
legally  come  before  said  meeting. 

The  selectmen  will  be  in  session  at  the  town  office 
March  11  for  the  purpose  of  revising  the  voting  list. 

Given  under  our  hands  this  18th  day  of  February, 
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Town  Officers  for  1922-1923 


MODERATOR 
G.  N.  Bachelder 

TOWN  CLERK 
Charles  E.  Wheeler 

SELECTMEN,  ASSESSORS  AND  OVERSEERS  OF 
THE  POOR 

Fred  H.  Smalley   James  A.  Wheeler  Frank  H.  Pierson 

TREASURER,  COLLECTOR 
Dr.  Charles  H.  Leach 

SUPT.  OF  SCHOOLS 
E.  N.  Tucker    F.  L.  S.  Morse 

SCHOOL  COMMITTEE 
G.  N.  Bachelder,  Chairman     term  expires  March,  1923 
Josephine  Tabbutt   -  "  "  1924 

Forest  Wall      ....         "  "  1925 

HEALTH  OFFICER 
Dr.  Charles  H.  Leach 

ROAD  COMMISSIONER 
A.  J.  Rawley 

SELECTMEN'S  APPOINTMENTS 

CONSTABLES 
G.  N.  Bachelder   Wm.  J.  Hastings 

BUILDING  INSPECTOR 
Harold  Hupper 
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POLICE  OFFICERS 
George  Brown     Winslow  L.  Robinson     F.  W.  Pierson 

SURVEYORS  OF  LUMBER 
E.  E.  Allen    Joseph  Robinson 

HARBOR  MASTER 
Charles  Rawley 

MASTER  OF  ALMSHOUSE 
Fred  L.  Keene 

DOG  KILLER 
Charles  H.  Leach 

ELECTION  AND  BALLOT  CLERKS 
L.  W.  Seavey        Weston  H.  Wiley      John  Monaghan 
W.  J.  Hastings 

AUDITOR 
Frank  Robinson 
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Report  of  Selectmen 


APPROPRIATIONS  FOR  1922 


r.oTYiiYinn  sch  ool  ^ 

$5  500 

00 

Free  text  books  C  S  $400  H  S  $150 

OOKJ 

00 

Tipnair  of  school  hi]ilHinors 

900 

00 

Sunnort  of  frpp  hicrh  school 

2  100 

00 

Tnsnv^ncp  anTi^r^ tvns  QnH  pirnliancps 

00 

\J\J 

Janitor  sprvicp  hiffh  school  b^]ilf^ino, 

tl  Cilll  tvl    OvI  V  ILv   111 1 1   O \s llvvl    U  u  1 1  U.  1  i  J 

?50 

00 

Fuel  hiffh  school  buildinsr 

100 

-L  \J\J 

00 

f^OTWPVJinpp  of  ^phool  nn tills 

1  600 

00 

Rpnair^  of  roads  and  bridcrps 

1  500 

00 

\J\J 

PpT'TnanPTi'l"  sidpwalk  Tpnanfc!  TTarboT' 

500 

00 

To  hnv  a  Viot*c5P  for  plm^bonsp 

150 

00 

r^lpavino*  roads?  nf  enow 

400 

00 

\J\J 

Early  work  state  highway 

50 

00 

State  aid  state  highway 

533 

00 

Maintenance  state  highway 

666 

00 

Wiley's  Corner  special 

300 

00 

Clark  Island  special 

500 

00 

Morris  Corner  special 

150 

00 

Jones  Hill  special 

300 

00 

Miscellaneous  bills  and  officers'  salaries 

2,500 

00 

Support  of  poor 

1,500 

00 

Town  bond 

1,000 

00 

Interest  on  town  bond 

520 

00 

Sidewalks  at  Port  Clyde 

500 

00 

Beech  Ave.  special  road 

50 

00 

Wheeler's  Bay  special  road 

300 

00 

Chemical  toilets 

300 

00 

Total  appropriations 

$22,119 

00 

State  tax 

3,594 

09 

County  tax 

1,066 

37 
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Overlay  572  99 

Commitment  to  the  collector  $27,352  45 

VALUATION  APRIL  1,  1922 

Real  estate,  resident  $325,335  00 

Real  estate,  non-resident  80,866  00 

Personal,  resident  167,352  00 

Personal,  non-resident  24,875  00 

$598,428  00 

Rate  of  taxation  on  a  dollar  $.043 

Total  sum  raised  on  valuation,  less  $17.95 

selectmen's  errors  in  carrying  $25,714  45 

Tax  on  546  polls  1,638  00 

$27,352  45 

By  selectmen's  additions  20  20 

By  collector's  additions  93  25 

By  interest  collected  after  July  1  201  80 

Total  tax  charged  to  tax  collector  $27,667  70 

MISCELLANEOUS  BILLS 

E.  M.  Tucker,  Supt,  expense  '  $  76 

Loring,  Short  &  Harmon,  office  supplies  20  10 

New  Eng.  Tel.  Co.  4  60 

Chas.  Leach,  collector's  and  treasurer's  bond  20  00 

Dean  Kalloch,  labor,  town  meeting  3  00 

Dean  Kalloch,  janitor,  town  office  2  00 

Huston  Tuttle  Book  Co.  8  17 
Herb't  Hawkins,  Erold  Wiley,  A.  J.Rawley,  labor      8  00 

Loring,  Short  &  Harmon,  office  supplies  3  50 

Camden  Pub.  Co.,  printing  town  reports  136  00 

New  Eng.  Tel.  Co.  4  15 

E.  M.  Tucker,  exp.  1  33 

Edwin  Hart,  fuel,  town  office  5  63 

James  A.  Wheeler,  stamps  2  00 
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Forest  Wall,  work,  town  meeting  4  00 

M.  A.  Johnson,  collecting  tax  5  00 

Huston  &  Tuttle,  office  mdse.  1  08 

Josephine  Tabbutt,  school  census  20  00 

F.  H.  Pierson,  erecting  booths  5  00 

Central  Me.  Co.,  sup.  almshouse  1  00 

N.  E.  Tel.  Co.  4  50 

Lester  Smalley,  fighting  forest  fire  50 

E.  Edwards,  fighting  forest  fire  50 
Loring,  Short  &  Harmon,  check  lists  2  10 

F.  W.  Pierson,  repair  of  plough  1  09 
F.  H.  Smalley,  repair  of  plough  2  18 
Wm.  L.  Allen,  repair  road  machine  18  73 
Joseph  Simmons,  painting  danger  signs  8  00 
Central  Maine  Power  Co.  2  00 
Frank  Long,  carting  booths  1  00 
H.  F.  Kalloch  &  Co.,  supplies  town  office  1  06 
W.  J.  Hastings,  as  per  bill  16  00 
F.  H.  Pierson,  labor  on  booths  5  00 
N.  E.  Tel.  Co.  6  80 
E.  M.  Tucker,  supplies  95 
Burroughs  Adding  Machine  Co.  -  130  00 
Central  Maine  Power  Co.,  almshouse  133  00 
E.  M.  Tucker,  exp.  1  10 
E.  M.  Tucker,  exp.  1  70 
Central  Maine  Power  Co.  1  20 
J.  Morris,  watering  tub  3  00 
H.  F.  Kalloch,  supplies  4  29 
A.  D.  Pratt,  labor  road  machine  8  40 
L.  G.  Morton,  labor  road  machine  3  00 
M.  A.  Johnson,  col.  tax  19  64 
New  Eng.  Tel.  Co.  1  25 
Wm.  L.  Allen,  fuel  town  office  5  00 
Almshouse  insurance  53  00 
Fred  L.  Keene,  horse  shoeing  and  repairs  wagon  16  50 
Charles  W.  Rawley,  bldg,  for  Sept.  election  12  00 
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New  England  Tel.  Co.  55 

Charles  Wheeler,  miscel.  as  per  bill  20  70 

Loring,  Short  &  Harmon,  office  supplies  3  00 

Central  Maine  Power  Co. ,  lighting  almshouse  2  52 

F.  W.  Pierson,  carting  wood,  town  office  2  00 

D.  Kalloch  1  75 
Charles  Leach  5  75 

$755  08 

OFFICERS'  SALARIES 

Harrison  Smith,  fire  ward  $  10  00 

E.  M.  Tucker,  salary  37  50 
E.  M.  Tucker,  salary  37  50 
Fred  L.  Keene,  %  salary  supt.  almshouse  80  00 
E.  M.  Tucker,  supt.  schools  37  50 
Fred  H.  Smalley,  34  salary  selectman  50  00 
E.  M.  Tucker,  supt.  schools  37  50 

E.  M.  Tucker,  supt.  schools  37  50 

F.  H.  Pierson,  %  salary  selectman  50  00 
J.  A.  Wheeler,  %  salary  selectman  50  00 
Fred  L.  Keene,  %  salary  supt.  almshouse  80  00 
Fred  H.  Smalley,  l/i  salary  selectman  50  00 
F.  L.  S.  Morse,  salary  July  and  August  70  00 
Charles  H.  Leach,  commission  as  collector  250  00 
Charles  H.  Leach,  board  of  health  complaint  5  00 
J.  K.  Monaghan,  election  clerk  7  00 
Weston  Wiley,  election  clerk  7  00 
F.  L.  S.  Morse,  supt.  schools  35  00 
Fred  L.  Keene,  %  salary  supt.  almshouse  80  00 
Frank  H.  Pierson,  %  salary  selectman  50  00 
F.  L.  S.  Morse,  supt.  of  schools  35  00 
James  A.  Wheeler,  %  salary  selectman  50  00 
Fred  H.  Smalley,  %  salary  selectman  50  00 
Forest  Wall,  school  board  7  00 
Forest  Wall,  fire  ward  10  00 
F.  L.  S.  Morse,  supt.  schools  35  00 
F.  L.  S.  Morse,  supt.  schools  35  00 
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C.  H.  Leach,  services  dog  killer  20  00 

E.  Rawley,  auditor  and  machine  10  00 
J.  A.  Wheeler,  exp.  state  meeting  3  00 
Fred  H.  Smalley,  exp.  state  meeting  3  00 
G.  N.  Bacheldor,  moderator  3  00 
Frank  H.  Pierson,  %  salary  selectman  50  00 
C.  H.  Leach,  quarantine,  services  6  00 
Fred  L.  Keene,  34  salary  almshouse  80  00 

F.  L.  S.  Morse,  supt.  35  00 

G.  N.  Bachelder,  salary  and  exp.  school  bd.  14  50 
Josephine  Tabbutt,  salary  and  exp.  school  bd.  14  50 
James  A.  Wheeler,  %  salary  selectman  50  00 
Charles  Wheeler,  town  clerk  35  00 
Forest  Wall,  bal.  sal.  school  board  7  50 
Fred  Smalley,  %  salary  selectman  50  00 
C.  H.  Leach,  commission  tax  collector  266  61 
C.  H.  Leach,  commission  1922  tax  4  56 

$1,936  17 

Misc.  bills  $755.08  &  officers'  sal.  $1936.17  is  $2,691  25 

Cr. 


By  appropriation  $2,500  00 

To  amount  overdrawn  191  25 


$2,691  25  - 

$2, 

691 

25 

POOR  IN  TOWN 

John  Morris,  fuel  and  rent  Mrs.  Hendrickson  j 

>  10 

50 

Robert  Wood,  supplies  Mrs.  Erickson 

9 

00 

C.  H.  Leach,  med.  supplies  John  Ojala  &  family 

25 

00 

J.  A.  Ewell, 

47 

52 

Lawry  Bros., 

69 

00 

John  Anderson,  hay 

18 

75 

A.  D.  Davis, 

23 

76 

Booth  Bros.,  supplies  Oliver  Hyvarinen 

120 

71 

J.  A.  Ewell, 

70 

97 
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John  Morris,  rent  Mrs.  Erickson  10  50 

C.  H.  Leach,  med.  service  Mrs.  Manninen  2  00 

J.  A.  Ewell,  supplies  Mrs.  John  Ojala  family  68  47 

Fred  H.  Smalley,  "         "         "         milk  6  72 

Lewis  Robinson,  hauling  hay  5  00 

Booth  Bros.,  supplies  Oliver  Hyvarnien  76  67 

A.  M.  Smalley,  supplies  John  Ojala  family  50  50 
John  Morris,  supplies,  fuel  and  rent  Mrs. 

Erickson  and  Manninen  10  50 

Booth  Bros.,  supplies  Mrs.  Erickson  3  15 
John  Morris,  supplies,  fuel  and  rent  Mrs. 

Erickson  and  Manninen  30  00 
John  Morris,  supplies,  fuel  and  rent  Mrs. 

Erickson  and  Manninen  14  00 

J.  A.  Ewell,  supplies  John  Ojala  family  78  83 


$741  05 

POOR  OUT  OF  TOWN 

Maine  Children's  Home  Society,  board  E.  Matson  $15  50 

rubbers,  etc,    "         2  55 
City  of  Rockland,  supplies  W.  Wiley  55  22 

Maine  Children's  Home  Society,  board  E.  Matson  19  61 

24  53 

City  of  Rockland,  supplies  W.  Wiley  40  00 

Maine  Children's  Home  Society,  board  E.  Matson  15  50 

18  90 

Fred  H.  Smalley,  auto  service  Isabel  Allen  5  00 

Maine  Children's  Home  Society,  board  E.  Matson  10  24 

a  c<  a  a  a  <<  g  ^ 

15  90 

Town  of  Warren,  support  Isabel  Allen  77  00 

Maine  Children's  Home  Society,  support  E.  Matson  1  50 
City  of  Rockland,  support  E.  Rawley  family  6  19 


Maine  Children's  Home  Society,  support  E.  Matson  5  32 


$318  11 
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SUPPLIES  FURNISHED  ALMSHOUSE 


C.  H.  Leach,  med.  service  $  10  50 

J.  A.  Ewell,  supplies  106  56 

FredKeene,  supplies  33  38 

6  71 

J.  A.  Ewell,  supplies  136  58 

M.  M.  Kinney,  supplies  13  00 

Fred  L.  Keene,  supplies  68  79 

W.  0.  Hewett,  supplies  14  88 

J.  F.  Gregory  &  Sons,  supplies  6  12 

J.  A.  Ewell,  supplies  131  65 

James  A.  Wheeler,  fertilizer  35  50 

Fred  L.  Keene,  supplies  41  37 

Central  Maine  Power  Co.,  power  4  86 

L.  E.  Blackington,  supplies  5  50 

J.  F.  Gregory,  supplies  Mike  Hendrickson  3  50 

Fred  L.  Keene,  supplies  39  59 

J.  A.  Ewell,  supplies  133  64 

Fred  L.  Keene,  horse  shoeing  16  50 

$808  63 

SUMMARY  OF  POOR 

Poor  at  almshouse  $808  63 

Poor  in  town  741  05 

Poor  out  of  town  318  11 

Unexpended  balance  192  69 

$2,060  48 

Appropriation  $1,500  00 

Sale  of  produce  300  48 

Board  of  Andrew  Johnson  260  00 

$2,060  48 

INMATES  AT  ALMSHOUSE 

Andrew  Johnson,  age  75  Haulsie  Harrington,  age  87 
Mike  Hendrickson,  age  79  Fred  Chaples,  aged  75 


Admitted  during  year,  none;  Deceased  during  year,  none 
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ALMSHOUSE  INVENTORY 

Stock:  2  cows,  1  horse,  25  hens.  Vegetables:  10  bu. 
turnips,  7  bu.  beets,  12  bu.  potatoes,  1  bu.  carrots,  1  bu. 
beans,  75  lbs.  cabbage.  100  lbs.  salt  pork,  100  lbs.  fresh 
meat,  15  lbs.  butter,  1000  lbs.  hay. 

LICENSES 

License  granted  $40  00 

Paid  to  treasurer  40  00 

ORDERS  DRAWN  FOR  STATE  PAUPERS 

Maria  Honkonen,  board  and  care  Johnson  children  $30  00 
J.  A.  Ewell,  supplies  Andrew  Johnson  2  90 

Maria  Honkonen,  board  and  care  Johnson  children  30  00 
J.  A.  Ewell,  supplies  Andrew  Johnson  2  90 

2  65 

Maria  Honkonen,  board  and  care  Johnson  children  30  00 
J.  F.  Gregory  &  Sons,  supplies  Andrew  Johnson  9  00 
Maria  Honkonen,  board  and  care  Johnson  children  30  00 
J.  A.  Ewell,  supplies  Andrew  Johnson  1  30 

Town  orders  $138  75 

Amount  due  from  state  $  16  17 

Andrew  Johnson  260  00 


$414  92 

Amount  received  from  state  293  55 


Amount  due  from  state  $121  37 

ORDERS  DRAWN  FOR  TOWN  BOND 

Franklin  Trussell  $700  00 

Charles  Rawley  200  00 

Estate  of  P.  G.  Rivers  100  00 


$1,000  00 

By  appropriation  $1,000  00 
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ORDERS  DRAWN  FOR  INTEREST,  TOWN  BOND 


Rockland  National  Bank  $  42  00 

Rockland  National  Bank  10  00 

Charles  Rawley  76  00 

Franklin  Trussell  130  00 

Albion  Andrews  6  00 

Grace  Rivers  20  00 

Franklin  Trussell  130  00 

D.  W.  Giles  14  00 

Grace  Rivers  20  00 

D.  W.  Giles  14  00 

Rockland  National  Bank  36  00 

Total  orders  $498  00 

Orders  drawn  for  hired  money  $1,000  00 

Orders  drawn  for  interest,  hired  money  13  31 

$1,013  31 

Orders  drawn  for  state  tax  $3,594  09 

State's  requisition  to  treasurer  3,594  09 

Orders  drawn  for  dog  tax  $107  00 

Paid  state  107  00 

Orders  drawn  for  county  tax  $1,066  37 

Paid  county  treasurer  1,066  37 

Orders  drawn  for  horse  almshouse  $175  00 

By  appropriation  $150  00 

overdrawn  25  00 


$175  00      $175  00 

PROPERTY  OWNED  BY  TOWN 

Wilhelmina  Hobbs  house  lot,  dist.  3 
Stephen  Jones,  one-half  acre  land,  dist.  3 
O.  Spear  or  owners,  dist.  2 
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SUMMARY  OF  ORDERS  DRAWN 


Town  orders  ,                            $13,196  60 

School  orders  14,692  09 

Summer  road  orders  6, 198  64 

Winter  road  orders  2,029  16 


Total  exp.  by  town  $36,116  49 

COMMON  SCHOOL  EXPENDITURES 

Amount  expended  for  teaching  $6,361  00 

fuel  615  77 

janitor  337  68 

conveyance  1,232  00 


$8,546  45 

Unexpended  balance  285  27 


$8,831  72 

Cr. 

Appropriation  $5,500  00 

School  and  mill  fund  and  common  school  fund  2,800  00 
Equalization  fund  from  the  state  260  00 

Railroad  and  telegraph  tax  34  52 

2-3  appropriation  jan.  H.  S.  bldg.  166  66 

2-3  appropriation  fuel  H.  S.  bldg.  66  66 

Adjustment  3  88 


$8,831  72 

COMMON  SCHOOL  TEXT  BOOKS 

To  amount  expended  $331  40 

unexpended  balance  68  60 


By  appropriation 


Cr. 


$400  00 
$400  00 
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COMMON  SCHOOL  REPAIR  ACCOUNT 

Amount  expended 

$222  84 

Unexpended  balance 

31  36 

$254  20 

Cr. 

Amount  appropriated 

$200  00 

Balance  state  equalization 

54  20 

$254  20 

INSURANCE,  APPARATUS  AND  APPLIANCES 

FOR  COMMON  SCHOOLS 

To  amount  expended 

$95  40 

unexpended  balance 

4  60 

$100  00 

Cr. 

By  appropriation 

$100  00 

COMMON  ACCOUNT  AS  RENDERED  TO  STATE 

Overdraft  Feb.  1922 

$  307  04 

Teachers'  wages 

6,361  00 

Fuel 

615  77 

Janitor  service 

337  68 

Conveyance 

1,232  00 

$8,853  49 

Cr. 

Appropriation 

$5,500  00 

2-3  for  janitor  H.  S.  bldg. 

166  66 

2-3  for  fuel  H.  S.  bldg. 

66  66 

State  school  fund 

2,800  00 

Equalization  fund  from  State 

260  00 

Railroad  and  telegraph  tax 

34  52 

Adjustment  fund 

3  88 

Overdraft 

21  77 

$8,853  49 

15 

IMPROVEMENT  OF  TOILETS 
Amount  expended  $634  15 

Cr. 

Amount  unexpended  from  1922  $150  00 

Amount  of  appropriation  300  00 

Amount  overdrawn  184  15 


$634  15 


SPECIAL  TRANSPORTATION 


Amount  expended  $1,679  00 

Amount  unexpended  78  50 

$1,757  50 

Cr. 

Amount  appropriated  $1,600  00 

Amt.  unexpended  from  1922  equalization  fund  57  50 
Amount  received  from  State,  1922  100  00 

$1,757  50 

STATE  EQUALIZATION  FUND  FOR  HIGH 
SCHOOL  LIBRARY 

Amount  expended  $76  14 

Unexpended  balance  3  82 

$79  96 

Cr. 

Unexpended  balance  from  1922  $79  96 

HIGH  SCHOOL  EXPENDITURES 
Dr. 

Amount  expended  for  teachers  $2,784  43 

janitor  83  34 

fuel  90  12 

$2,957  89 
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Cr. 

Appropriation  $2,100  00 

1-3  app.  for  H.  S.  bldg.  janitor  83  34 

1-3  app.  for  H.  S.  bldg,  fuel  33  34 

Amount  received  from  State  treasurer  100  00 

Amount  received  from  State  school  fund  629  15 

Amount  overdrawn  12  06 

$2,957  89 

TEXT  BOOKS,  HIGH  SCHOOL 

Amount  expended  $95  03 

Unexpended  balance     .  54  97 

$150  00 

Cr. 

Appropriation  $150  00 

STATE  EQUALIZATION  MONEY  FOR  H.  S. 
APPARATUS 

Unexpended  balance  Feb.  1922  $58  03 

Received  from  State  1922  50  00 


$108  03 


Cr. 

Amount  expended  $53  79 

Unexpended  balance  54  24 

$108  03 

SUMMARY  OF  SCHOOLS 


Common  schools  $8,831  72 

High  school         2,945  83     2,957  89  $12  06 

Text  books  C.S.  400  00 
Text  books  H.S.  150  00 
H.  S.  apparatus  108  03 
C.  S.  apparatus  100  00 
Repairs  C.  and  H.  254  20 
Special  trans.  1,757  50 
State  Lib.  fund         79  96 

Chem.  toilets  450  00       634  15  184  15 

$15,077  24  $14,692  09   $581  36  $196  21 


$8,546  45 

$285  27 

2,957  89 

331  40 

68  60 

95  03 

54  97 

53  79 

54  24 

95  40 

4  60 

222  84 

31  36 

1,679  00 

78  50 

76  14 

3  82 

634  15 
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ROADS  AND  BRIDGES 


Amount  expended  $1,882  00 

Cr 

Appropriation  $1,500  00 

Amount  overdrawn  382  00 


BEACH  AVENUE 


$1,882  00 


Amount  expended  $49  50 

Unexpended  50 

$50  00 

Cr. 

Appropriation  $50  00 

STATE  HIGHWAY,  EARLY  WORK 
Amt.  expended  outside  Road  Com.  $457  69 

Cr 

Paid  by  State  $217  00 

amount  overdrawn  240  69 


$457  69 


OUTSIDE  ROAD  COMMISSIONER 


Amount  expended  $3  50 

Amount  appropriated  3  50 

ROADS  AND  BRIDGES 

Amount  expended,  Clark  Island  special  498  39 

Unexpended  1  61 

$500  00 

Cr. 

Appropriation  $500  00 

WHEELER'S  BAY 

Amount  expended  $296  85 

Unexpended  3  15 

$300  00 
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Cr. 

Appropriation  $300  00 

JONES  HILL  AND  WILEY'S  CORNER 

Amount  expended               .  $626  07 

Cr. 

Appropriation  $600  00 

Overdrawn  26  07 


$626  07 


LONG  COVE  SPECIAL 

Amount  expended  $168  64 

CR. 

Appropriation  $150  00 

Overdraft  18  64 


$168  64 


SIDEWALK  TENANTS  HARBOR 

Amount  expended  $505  00 

Cr. 

Appropriation  $500  00 

Sale  of  bags  5  00 

$505  00 

SIDEWALKS  PORT  CLYDE 

Amount  expended  $510  04 

Cr. 

Appropriation  $500  00 

Check  from  V.  I.  Society  10  04 

$510  04 

SUMMARY  OF  COMMON  ROADS 

Summer  road  orders  drawn: 
Amount  expended  by  road  commissioner         $3,471  95 
Beach  Ave.  exp.  Harold  Hupper    49  50 
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State  road  early  work  outside  R.  Commissioner    457  69 


Outside  Commissioner  3  50 

$3,982  64 

Cr. 

Appropriation  $1,500  00 

Clark'  Island  special  500  00 

Wheelers  Bay  300  00 

Jones  Hill  and  Wiley  Corner  600  00 

Long  Cove  150  00 

Beach  Avenue  50  00 

Outstanding  order  3  00 

Amount  received  from  state,  early  work  S.  H.  217  00 
Amount  overdrawn  662  64 

$3,982  64 

ORDERS  DRAWN  FOR  PERMANENT  SIDEWALKS 

TENANTS  HARBOR 
Payroll  No.  1  $195  00 

Payroll  No.  2,  Dunn  &  Elliot  Co.,  cement,  131  25 

Frank  Long,  trucking  sand  5  25 

Payroll  No.  3  167  82 

J.  A.  Wheeler,  lumber  and  nails  5  30 

$505  00 

Appropriation  $500  00 

Sale  bags  5  00 

$505  00 

ORDERS  DRAWN  FOR  PORT  CLYDE  PERMANENT 
SIDEWALKS 

Fred  Seavey,  labor  $   7  50 

Pearly  Simmons,  labor  1  25 

Payroll  No.  1  69  46 

"  2  40  00 

"  3  391  83 


$510  04 
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Appropriation  $500  00 

Amount  refunded  from  Village  Improvement        10  04 

$510  04 

ORDERS  DRAWN  FOR  STATE  PENSIONS 

Eunice  Elwell  $  9  00 

Franklin  Tower  6  00 

Eunice  Elwell  9  00 

Franklin  Tower  6  00 


$30  00 

PATROL  MAINTENANCE  ROADS 
Dr. 

Amount  expended  $666  00 

CR. 

Appropriation  $666  00 

bTATE  AID  JOINT  FUND 
Amount  expended  $1,525  63 

CR. 

AppropriatiDn  by  town  $533  00 

Amount  received  from  state,  third  class  515  21 

joint  fund  445  18 

Rockland  garage  25  00 

last  year  balance  1  93 

Amount  of  overdraft  5  31 


$1,525  63 

EARLY  WORK 

Amount  expended  $50  00 

CR. 

Amount  appropriated  $50  00 
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WINTER  SNOW  ORDERS  DRAWN 


Amount  expended  by  A.  J.  Rawley 

$1,934  66 

Wm.  J.  Hastings 

94  50 

$2,029  16 

CR. 

Amount  appropriated 

$  400  00 

Amount  overdrawn 

1,629  16 

$2,029  16 

SUMMARY  OF  TOWN  EXPENSES 

Miscellaneous  bills 

$  755  08 

Officers  salaiies 

1,936  17 

Poor  in  town 

741  05 

Poor  out  of  town 

318  11 

State  paupers 

138  75 

Supplies  almshouse 

808  63 

Roads  and  bridges 

3,979  64 

Permanent  sidewalks 

1,015  04 

Town  bonds 

1,000  00 

Joint  road  fund  . 

1,503  00 

Patrol  maintenance 

666  00 

Town  notes,  temporary  loan 

1,000  00 

Interest,  notes 

13  31 

State  pensions 

30  00 

State  tax 

3,594  09 

County  tax 

1,066  37 

Dog  licenses 

107  00 

Winter  roads 

2,029  16 

Interest  on  town  bonds 

498  00 

Common  school,  teaching 

6,361  00 

fuel 

615  77 

janitors 

337  68 

conveyance 

1,232  00 

text  books 

331  40 

repairs 

160  50 

apparatus 

88  96 
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text  books 

95  03 

equalization  fund 

53  79 

repairs 

62  34 

chemical  toilet 

634  15 

Early  work 

50  00 

Horse  and  equipment 

175  00 

Apparatus 

6  44 

Unexpended  balance 

108  82 

$36,225  31 

Cr. 

Tax  collected,  1923 

$25,628  77 

Interest 

201  80 

Received  from  other  sources 

10,394  74 

$36,225  31 

RESOURCES  AND  LIABILITIES 


Cash  in  hands  of  treasurer 

$  108 

82 

Amt.  due  from  G.  N.  Bachelder, 

1915 

tax 

9 

00 

1916 

tax 

51 

03 

1917 

tax 

191 

30 

1918 

tax 

150 

60 

1919 

tax 

175 

60 

1920 

tax 

195 

55 

from  C.  H.  Leach, 

1921 

tax 

310 

19 

1922 

tax 

1,539 

72 

Rufus  Kenny  est. 

150 

00 

State  paupers 

121 

37 

Total  resources 

$3,003 

18 

Liabilities  in  excess  of  resources 

8,996 

82 

$12,000 

00 
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Liabilities 

Due  bondholders  $12,000  00 

Respectfully  submitted, 

Fred  H.  Smalley  ]  Selectmen 

James  A.  Wheeler         V  of 
Frank  Herbert  Pierson  J  St.  George 

Examined  and  approved. 

Frank  F.  Robinson,  Auditor. 
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Report  of  Road  Commissioner 


By  Appropriation: 

Roads  and  bridges  $1,500  00 

Clark's  Island  500  00 

Wheeler's  Bay  300  00 

Jones  Hill  and  Wiley's  Corner  600  00 

Long  Cove  150  00 

$3,050  00 

Total  amount  overdrawn  421  95 

$3,471  95 

To  amount  expended: 

Roads  and  bridges      1,882  00      overdrawn  382  00 

Clark's  Island               498  39      unexpended  1  61 

Wheeler's  Bay             296  85             "  3  10 

Jones  Hill,  Wiley's  Cor.  626  07      overdrawn  26  07 

Long  Cove                   168  64             "  18  64 

$3,471  95 

TOTAL  ORDERS  DRAWN  BY  ROAD  COMMISSION- 
ER A.  J.  RAWLEY 

A.  J.  Rawley,  services  as  Road  Commissioner  $285  86 

truck  service,  $7  per  day  411  25 

Fred  Smalley  162  63 

F.  W.  Pierson  138  37 

H.  H.  Hupper  109  50 

C.  I.  Watts  51  37 

Shep  Smalley  82  50 

High  Jones  95  40 

Zenas  Pease  78  00 

Eugene  Smalley  108  00 
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Albert  Slingsby 

98  44 

Rodney  Wiley 

98  62 

Robert  McGee 

60  18 

Jack  Cavin 

24  00 

George  Morton 

37  11 

Ernest  Pease 

29  00 

Almon  Hall, 

19  50 

Albert  Burdick 

16  50 

Lew  Robinson 

13  50 

John  Wiley 

38  61 

John  Morris 

32  80 

St.  George  Granite  Co. 

14  60 

William  Caday 

23  63 

Russel  Thomas 

3  00 

James  Thomas 

34  11 

S.  Hawthorn 

7  50 

Ed.  Kinney 

32  00 

Sam  Barter 

9  00 

James  Barnes 

22  88 

Cliff  Dennison 

17  63 

George  Barnes 

19  63 

Al  Davis 

7  13 

Edmund  Ulmer 

13  13 

Walter  Ulmer 

10  13 

Herbert  Hawkins 

18  00 

Al  Piersons 

22  13 

Frank  Long 

32  63 

C.  Thompson 

3  00 

Claude  Wiley 

21  00 

Robert  Wood 

29  25 

Mat  Carty 

13  87 

Alec  Smith 

6  00 

Mat  Matson 

10  50 

Eliah  Kanga 

7  87 

Mattie  Matson 

7  89 

Dick  Anderson 

9  00 
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John  Polkey 

4  50 

John  Raena 

9  37 

Mat  Kilbe 

6  37 

Erlant  Maken 

6  37 

Ansel  Lampa 

4  87 

Victor  Rusky 

5  55 

L.  C.  Gardner 

29  63 

F.  W.  Hart 

27  87 

Joe  Jones 

7  13 

Charles  Davis 

18  55 

E.  S.  Jones 

17  25 

P.  Jones 

1  50 

Alec  Hawthorne 

1  50 

Arthur  Richards 

16  68 

Freeland  Stimpson 

18  88 

Lew  Hart 

31  68 

George  Rodgers 

36  18 

James  Cavin 

21  18 

Harry  Wright 

9  18 

George  Wright 

21  18 

F.  W.  Barnes 

9  00 

Arthur  Harrington 

10  50 

Percy  Dennison 

10  50 

Charles  Ervine 

17  63 

Orrin  Hupper 

23  63 

Lermond  Seavey 

6  00 

Charles  Hupper 

3  00 

Roland  Thompson 

9  38 

Nell  Gardner 

6  00 

Sam  Davis 

16  50 

 Ingerson 

22  50 

William  Robbins 

13  50 

John  Butler 

10  50 

Everett  Pease 

28  50 

Maurice  Thompson 

15  00 

Sid  Munroe 

5  62 

27 


George  Rowland 

10  68 

John  W.  Richards 

10  68 

Charles  Baum 

2Z  bo 

Everett  Baum 

Id  68 

Charles  McGoud 

22  68 

Charles  Chaples 

16  68 

Owen  Chaples 
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Kelley  McLoud 
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Jake  Ranges 
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Peter  Monaghan 

19  68 

William  Ellis 

12  18 

TT  1      TTT1  1 

Ed.  Wheeler 

7  50 

Arthur  Laughlm 

7  50 

T»  T>   

R.  Berggren 

T  f-»  /T/T 

12  00 

Mati  Carlson 

H  ETA 

7  50 

Albert  Fredrickson 

T  CA 

7  5U 

Ernest  Pease 

75 

William  Pooley 

1  CTA 

1  50 

William  Watts 

"I  ETA 

1  50 

TTT     U           Tl  J_ 

Walter  Procter 

3  00 

AT              J    TT  11 

Almond  Hall 

7  11 

A      T      CI  _  1_ 

A.  L.  Seaberg 

3  00 

TT            pi  11 

Roy  Smalley 

29  41 

TT      /Tl       J       '  1 

H.  Chadwick 

13  50 

T      ~  TT 

Leo  Hooper 

12  00 

T      TTT  TT 

J.  W.  Hupper 

30  25 

A        TT      TT  j_i 

A.  D.  Pratt 

3  00 

Frank  Harris 

19  69 

 Peterson 

6  37 

F.  Black 

4  50 

H.  Black 

9  00 

Edwin  Watts 

3  00 

John  MacKenzie 

3  00 

Lew  Marshall 

6  00 

F.  Quimby 

1  87 
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Victor  Markey  6  00 

E.  B.  Hart  12  00 

Ormand  Hopkins  18  00 

William  Barter  4  50 

J.  Hall  4  50 

Raymond  Smith  5  63 

Otis  Hart  4  50 

Ira  Hart  4  50 

Ben  Pooley  4  50 

Isaiah  Belano  4  50 

George  Johnson  12  00 

Fred  Hart  3  75 

Merritt  Clark  27  00 

Jack  Richards  3  00 

Charles  Cromwell  3  00 

W.  Wilson  2  63 

Al  Williams  4  50 

P.  Jones  12  00 

Merrill  Watts  28  50 

W.  L.  Allen  12  00 

Ed.  Pease  4  50 

$3,471  95 

BEACH  AVENUE  ROAD 

Appropriated  $50  00 

Expended  $49  50 

Unexpended  50 

$50  00 

CONTRIBUTED  LABOR 

Harold  H.  Hupper  $45  00 

N.  H.  Gardner  6  00 

L.  C.  Gardner  3  00 

G.  N.  Bachelder  12  00 

$66  00 
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SNOW  ORDERS  DRAWN 

Appropriation  $  400  00 

Overdrawn  1,629  16 

$2,029  16 

Expended  by  A.  J.  Rawley  $1,934  66 

W.  J.  Hastings  94  50 

$2,029  16 


STATE  AID  ROAD,  PORT  CLYDE 


Appropriation  $533  00 

Received  from  state  445  18 

Third  class       "  515  21 

Rockland  garage  25  00 

Balance  1921  1  93 


$1,520  32 

Amount  expended  as  approved  by  State 

Supervisor  John  Dority  $1,503  00 

Unexpended  17  32 


$1,520  32 


EARLY  WORK  OUTSIDE  ROAD  COMMISSIONER, 
STATE  ROAD 


Appropriation  $  50  00 

Received  from  state  217  00 

Overdrawn  194  19 


$461  19 

Amount  expended  state  road  $457  69 

town  road  3  50 


$461  19 
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SUMMARY  OF  STATE  ROAD 

Amount  received  from  state  expended  by  Road  Com., 
Watts  Hill,  Seavey's  Cove,  Tenants  Harbor: 

Surfacing  $1,561  65 

Guard  rails  and  blasting  482  47 

Joint  fund  445  18 

Third  class  515  21 

Road  machine  work  101  00 

Early  work  217  00 

$3,322  51 

Amount  received  from  state  for  patrolman  and 

repairs  washout  1,680  00 

$5,002  51 


CONTRIBUTED  LABOR 

CLARK'S  ISLAND  ROAD 

Peter  F.  Monaghan 

$  18  00 

George  Rowland 

14  00 

Charles  Chaples 

16  50 

George  Wright,  Jr. 

18  00 

Harry  Wright 

19  50 

John  R.  Williams 

6  50 

John  Cavin 

6  00 

George  Rodgers 

10  50 

Ernest  Edwards 

3  00 

Charles  Baum 

24  00 

George  Baum 

21  00 

Everett  Baum 

21  00 

Charles  Cromwell 

12  00 

Charles  McLoud 

18  00 

Raymond  McLoud 

16  50 

Robert  C.  McGee 

27  00 

John  A.  Richards 

24  00 

James  Baum 

14  00 

Charles  Ellis 

18  00 
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Alex  Morrison  16  50 

James  Cavin  16  00 

Lewis  Hart  10  50 

James  B.  Felt  27  00 

William  Ellis,  Jr.  19  50 

Jack  Richards  3  00 

$400  00 

Contributed  labor,  Philip  Smith,  Elmore  $375  00 

Contributed  labor  from  Land's  End: 

Mrs.  Frank  Hopkins  $10  00 

Charles  Skinner  and  others  17  50 

Contributed  labor  State  Aid  Road,  Port  Clyde: 

Rockland  Garage  $25  00 

Fred  Smalley  10  00 

J.  W.  Ingerson  2  50 

Charles  Davis  2  50 

Ernest  Wilson  2  50 

A.  J.  Rawley  25  00 

$85  00 

Mrs.  Fred  Balano,  contributed  material  45  00 

Port  Clyde  cold  storage  culvert  45  00 

Grand  total  $977  50 

For  the  co-operation  of  the  people  of  the  town  and 
the  liberal  help  we  have  received  from  the  state,  I  am 
very  grateful.  Respectfully  submitted, 

A.  J.  Rawley. 

Examined  and  approved. 


Frank  F.  Robinson,  Auditor. 
Tenants  Harbor,  Me.,  Jan.  31,  1923. 
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Tax  Collector's  Report 


COLLECTOR'S  REPORT  FOR  YEAR  ENDING 
FEB.  1922 
Dr. 

Due  on  1921  tax  $546  36 

Cr. 

Collected  on  1921  tax        ^  $217  37 

Abatement  on  1921  tax  18  80 

 ■   $236  17 

Balance  due  on  1921  tax  $310  19 

Respectfully  submitted, 

C.  H.  Leach,  Collector. 

COLLECTOR'S  REPORT  FOR  YEAR  ENDING 
FEB.  12,  1923 

1922 

May  5  To  commitment  $27,352  45 

additions  by  assessors  20  20 

additions  by  collector  93  25 

additions  by  interest  201  80 

1923   $27,667  70 

Feb.  12  By  tax  collected  $25,628  77 

interest  201  80 

abatements  297  41 

delinquents  1,539  72 

 $27,667  70 

Feb.  12,  1923  Bal.  due  town  on  1922  tax  $1,539  72 

Respectfully  submitted, 

C.  H.  Leach,  Collector. 

Examined  and  approved. 

Frank  F.  Robinson,  Auditor. 

ABATEMENTS  FOR  1921  TAX 

Mary  T.  Elwell,  deceased  $15  80 

Samuel  Morris,  not  liable  3  00 

$18  80 
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Delinquent  Tax  Payers 


1915 

Arthur  Willey  $3  00 

Joseph  Clark  3  00 

Wilbur  Allen  3  00 

$9  00 

1916 

Albion  Korpenen  $3  00 

J.  S.  Laughlin  1  50 

H.  K.  Willey  2  26 

J.  A.  Laughlin  3  70 

Iradel  Teel  2  00 

Lewis  Taylor  5  80 

Willie  Nash  4  73 

Wilbur  Allen  3  00 

Joseph  Allen  3  00 

Nichola  Hakleola  3  00 

Barro  Korr  3  00 

Oscar  Lunden  3  00 

Emil  Mantyl  3  00 

Owen  Chaples  7  04 

Ardie  Johnson  3  00 

$51  03 

1917 

Nat  Rotteren  $3  00 

Eno  Hoopnen  3  00 

Topias  Kakenen  3  00 

Mat  Kilpi  3  00 

Iva  Saino  3  00 

Emil  Maker  4  00 

Vanarp  Erickson  3  00 

Iva  Anderson  3  00 

Emil  Berkvist  3  00 
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Vicor  Bloomberg 

o  nn 

Larry  Brown 

O  nn 

6  UU 

James  Christie 

6  UU 

Gus  Fredrickson 

q  nn 
o  UU 

John  Hendrickson 

q  nn 
o  UU 

Knut  Hillstrom 

o  UU 

Alex  Haldgerson 

o  nn 
6  UU 

(justie  Kalo 

6  UU 

Barro  Korr 

o  nn 
O  UU 

Alto  Lamki 

o  nn 
6  UU 

John  Lukka 

q  nn 
o  UU 

Gus  Lofgrew 

q  no 
o  UU 

Lewie  Matson 

o  nn 
o  UU 

a  i  „„  T\/r •  j_ „i-  _  l 

Aiex  Mitenel 

o  nn 
o  UU 

Gus  Nelson 

q  nn 
o  UU 

Frank  Olson 

q  nn 
o  UU 

John  Olson 

o  UU 

Henry  Patterson 

o  nn 
o  UU 

Gus  Lanberg 

o  nn 
o  UU 

Jraui  ocnert 

q  nn 
o  UU 

Erik  Sironen 

q  nn 
o  UU 

Carl  Savanson 

o  nn 
o  UU 

Albion  Korpenen 

o  nn 
o  UU 

J.  Arthur  Laughlin 

o  nn 
O  UU 

.prank  Blake 

o  nn 
o  UU 

Walter  leele 

o  nn 
o  UU 

Lewis  Taylor 

/in 
b  4U 

Charles  Iracey 

o  nn 
3  UU 

Arthur  Francis 

q  nn 
o  UU 

William  Pease,  Sr. 

1  10 

Charles  Anderson 

3  00 

Albert  Bott 

3  00 

John  Carlson 

3  00 

Nicholas  Kakleola 

3  00 

Kustie  Johnson 

3  00 

Onni  Korpenen 

3  00 
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Laura  Louina 

3  00 

John  Laurna 

3  00 

Ana  Passmen 

4  00 

Albert  Feak 

3  00 

E.  Saberg 

3  00 

Mat  Joki 

3  00 

Ardie  Johnson 

Ernest  Johnson 

7  30 

Fairfield  Moore 

4  70 

Freeman  Leavitt 

6  40 

Alex  Humphrey 

3  00 

Josiah  Boyles 

3  00 

Walter  Proctor 

1  00 

Sanford  Maker 

6  40 

$191  30 

Charles  Rein 

$3  00 

Charles  Anderson 

3  00 

Olaf  Backstrom 

3  00 

Victor  Bloomberg 

3  00 

A.  Carlson 

3  00 

Barney  Johnson 

3  00 

Einor  Johnson 

3  00 

Otto  Lamki 

3  00 

Julius  Leppinen 

3  00 

Gus  Lofgrew 

3  06 

Louie  Matson 

3  00 

Carl  E.  Nelson 

3  00 

Hyalmer  Nelson 

3  00 

Karl  E.  Nelson 

3  00 

Frank  Olson 

3  00 

Hyalmer  Peterson 

3  00 

Knut  Sanberg 

3  00 

Gus  Sanberg 

3  00 

Evik  Sironen 

3  00 

Carl  Nelson 

3  00 
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Ernest  Tomberg 

3  00 

Alvanus  Cross 

O    A  A 

3  00 

/-^                      T"»  11* 

George  Robbins 

10  00 

Ed.  Murray 

2  20 

Lester  Willey 

rr  oa 
5  30 

Millard  Kobbins 

O  AA 

3  00 

TTT      T71       TT  * 

W.  E.  Harris 

o  aa 

3  00 

Mark  Stone 

o  aa 

3  00 

TTT    u         m  1 

Walter  Teele 

O    A  A 

3  00 

Willie  Nash 

/I  r»A 

4  60 

Andrew  Breen 

O  AA 

o  00 

Charles  Tracey 

O  AA 

3  00 

TTT'll *             T»  CI 

William  Pease,  Sr. 

r»  oa 

3  80 

TTT'-IT                A  11   

Wilbur  Allen 

O     A  A 

3  00 

John  Oberg 

O  AA 

3  00 

Nicholas  Kakkala 

O  AA 

3  00 

Hendrick  Johnson 

3  00 

A  11    •  TT" 

Albion  Korpenen 

o  rvrv 

3  00 

Ernest  Harrington 

r>  rvrv 

3  00 

Aruie  jonnson 

q  nn 
o  uu 

Edward  Staples 

3  00 

Raymond  Rackliffe 

1  60 

Josiah  Boyles 

3  00 

Pearl  Barter 

3  00 

Walter  Proctor 

3  00 

Gertrude  Blackwood 

3  10 

Thorwald  Patterson 

3  00 

$150  60 

1919 

Victor  Korpenen 

$3  00 

E.  Kastala 

3  00 

William  Hawley 

3  00 

N  Lahti 

3  00 

John  Matalinen 

3  00 

R.  Murphy 

3  00 

George  Leonard 

3  00 
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Martin  Hooper 

3  00 

Edward  Hooper 

3  00 

Frank  Olson 

3  00 

Alfred  Johnson 

3  00 

Sherman  Benner 

8  70 

xLa.  Murray 

11  30 

iradei  leel 

3  00 

Ural  leel 

3  00 

Walter  leel 

7  80 

Willie  MooVi 

wniie  JNasn 

3  00 

Chester  Tracy 

2  90 

Charles  Tracy 

3  00 

W.  ijr.  rainier 

3  00 

Lewis  E.  Simmons 

4  30 

r  red.  ntus 

3  00 

Charles  Monroe 

6  80 

Stanley  Stone 

4  10 

lvlarK  Hi.  fetone 

3  00 

Wilbur  Allen 

3  00 

r .  ivl.  (jroraon 

3  00 

Ernest  Johnson 

3  00 

Oscar  Lunden 

3  00 

John  Carlson 

3  00 

Sigvard  Carlson 

3  00 

John  Olson 

3  00 

Carl  Peterson 

3  00 

Martin  Pierson 

3  00 

Iva  Anderson 

3  00 

Carl  Carlson 

3  00 

Alex  Carlson 

3  00 

Elmer  Carlson 

3  00 

William  Arthur 

3  00 

Frank  Johnson 

3  00 

Andrew  Johnson 

3  00 

H.  H.  Wass 

4  90 

Ed.  Staples 

3  00 
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Freeman  Leavitt 

A  AA 

4  yu 

Josiah  Boyles 

O  AA 

6  UU 

ITT      1l              T»      _  1  

Walter  Proctor 

3  00 

Emil  Burkvest 

6  00 

Gertrude  Blackwood 

r>  aa 

2  90 

$175  60 

1920 

Victor  Korpenen 

$o  UU 

Eugene  P.  Smalley 

5  70 

Alfred  Johnson 

6  00 

Henry  Johnson 

3  00 

Andrew  Johnson 

O  AA 

S  00 

Arthur  Hendrickson 

O  AA 

6  00 

T     TT  1 

J.  Usala 

o    rv  a 

3  00 

Erick  Radegar 

O  AA 

3  00 

Tom  Kuselar 

O  AA 

3  00 

Carl  Carlson 

3  00 

Til  _              /"I  1  

Elmer  Carlson 

r»  AA 

3  00 

Ole  Olson 

3  00 

TT     1  S~\1 

Hulmar  Olson 

3  00 

Otto  Olson 

O  AA 

S  00 

Olaf  Sandvan 

3  00 

Carl  Swanson 

O  AA 

3  00 

Mat  Valmar 

o  rvA 

3  00 

Sherman  Benner 

n  AA 

7  90 

Watson  Balano 

A  OA 

9  80 

Heirs  of  Sarah  Robinson 

Z  DO 

Ed.  Murray 

H  AA 

o  90 

Charles  Brown 

£?  OA 

b  yu 

Leon  Sweet 

7  90 

Alvah  Simmons 

5  00 

Lester  Willey 

3  00 

Fred  S.  Seavey,  No.  1 

3  00 

Whitney  Thompson 

3  00 

Stanley  Stone 

3  00 

Byron  Tracy 

3  00 
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Charles  Tracy 

3  00 

Hattie  Jones 

15  60 

William  H.  Thompson 

5  90 

Ansel  Hendrickson 

3  00 

David  Lepennen 

3  00 

John  Matson 

3  00 

Mat  Matson 

3  00 

John  Olson 

3  00 

Lafe  Carter 

3  00 

xLagar  Kacklirie 

7  40 

Freeman  Leavitt 

5  00 

Gertrude  Blackwood 

£j  VKJ 

Roy  Smalley 

4  00 

Albert  Henderson 

3  00 

Libby  Hupper 

3  00 

Josiah  Boyles 

3  00 

Walter  Proctor 

3  00 

irauel  leel 

3  00 

Rudolph  Bergren 

3  00 

$195  55 

1921 

John  Allen 

3  00 

Guy  Leavitt 

70 

Donald  Pomeroy 

8  40 

Mat  Mikanen 

3  00 

raul  Wan  tela 

3  00 

Jt5ert  xlaKala 

3  00 

Gustie  Hurjula 

3  00 

Albert  Manna 

3  00 

Barney  Walsh 

3  00 

Oscar  Anderson 

3  00 

camuel  Davis 

6  25 

Call  Benson 

3  00 

Venos  Borgerson 

3  00 

James  Bishop 

3  00 

Eric  Erickson 

3  00 
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Gus  r  redrickson 

3  00 

TT  T71 

Harry  Forsman 

3  00 

Emil  Johnson 

3  00 

Fritz  Johnson 

3  00 

Berger  Karlin 

3  00 

Carl  Olson 

3  00 

.brick  Siranen 

3  00 

Gust  Skorg 

3  00 

Weston  Benner 

4  10 

Majestic  Canning  Co. 

116  20 

Willie  Nash 

3  00 

Tn       1  m  •  i 

Fred  Titus 

3  00 

Clarence  Thompson 

3  00 

Joseph  Clark 

1  44 

Howard  Wall 

11  40 

Victor  Makie 

3  40 

Vaina  Williamson 

3  00 

T-Tpnvv  "^^PvKnpn 

XJ.CllIjr    VV  CI  L  111  til 

6  UU 

Charles  Anderson 

3  00 

Patrick  Bogab 

3  00 

James  Hughes 

3  00 

Carl  Jacobson 

3  00 

James  Makie 

2  DO 

O  \J\J 

Carl  Nelson 

q  on 

Carl  Walberg 

3  00 

KJ  \J\J 

James  Harrison 

2  00 

O  \J\J 

William  Stevens 

2  on 

Mat  Salmu 

2  00 

Carl  Dalberg 

3  00 

Alfred  Holmberg 

3  00 

Guv  Martin 

1  oU 

Morris  Dennison 

3  40 

William  Sheldon 

3  00 

Josiah  Boyles 

3  00 

Heirs  of  A.  F.  Elwell 

28  40 

Heirs  of  Robert  Watts 

2  10 

Robert  Anderson 

3  00 

John  Swanson 

3  00 

Total  delinquent 

$310  19 
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Uncollected  Taxes 


Abated  Delin. 

Estate  John  Ajala,  town  charge  $28  00 

Korpinen,  Victor  $3  00 

Jones  Rosswell  3  00 

Watts,  David,  estate,  over  value  9  46 

Kartinen,  Matt,  over  value  2  20 

Smith,  Harrison  13  80 

Morris,  John,  Sr.,  aged  3  00 

Socialist  Party  1  10 

Smith,  James,  estate  12  90 

Benson,  Sarah  4  80 

Anderson,  Manfred  3  00 

Carlson,  Ema  3  00 

Carlson,  Elmer  3  00 

Fredlund,  Carl  3  00 

Fager,  Carl  3  00 

Holgerson,  Axel,  taxed  twice  3  00 

Holmstron,  Otto  3  00 

Johnson,  Gusti  A.  3  00 

Johnson,  Alfred  3  00 

Lukka,  John  3  00 

Lofgrew,  Gust  3  00 

Matson,  Emil  3  00 

Nelson,  Gust  3  00 

Oberg,  John  3  00 

Olson,  Otto  3  00 

Olson,  Matt  3  00 

Olson,  Carl  3  00 

Olson,  Alex  3  00 

Radigan,  Ernest  3  00 

Patterson,  Swan  3  00 
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Siranen,  Eric 

q  nn 
o  UU 

Swanson,  Swan 

q  no 
o  OU 

Swanson,  Alfred 

q  nn 
o  UU 

Tammeline,  Tanna 

•  o  UU 

Truedson,  Johnson 

O  AA 
O  UU 

waiimac,  Matt 

o  UU 

otem,  a. 

o  UU 

otiatton,  vjoraon 

o  UU 

Conary,  Oma 

Q  AA 

o  UU 

Thompson,  Clarence 

n  OA 

<  oU 

Larne,  John 

Q  AA 
O  UU 

Kants,  Karl 

O  AA 

6  UU 

Lormer,  Adam 

Q  AA 
o  UU 

Horpia,  Charles 

Q  AA 

6  UU 

Raymond,  Henry 

Q  AA 

o  UU 

Johnson,  John 

Q  AA 
O  UU 

j^aKaia,  cert 

q  nn 

o  UU 

Hillstrom,  Knut 

Q  AA 

o  UU 

ivainia,  William 

Q  AA 

o  UU 

oulKie,  A. 

Q  AA 
O  UU 

tt;ii     a  ia„ 

Mill,  Alex 

Q  AA 
O  UU 

Raski,  Evae 

q  nn 
o  UU 

Mackie,  John 

q  nn 
o  UU 

Leppenen,  Alex 

q  nn 
o  UU 

Jacob,  Ava 

Q  AA 
O  UU 

Haabassari,  John 

Q  AA 
O  UU 

iviactren,  r  roae 

q  nn 

O  UU 

lianta,  J. 

q  nn 
o  UU 

rinoerson,  L/ari 

^  nn 

Hendrickson,  Anar 

3  00 

Swanson,  John 

3  00 

Matson,  John 

3  00 

Lammi,  Carl 

24  50 

Taylor,  Alex 

7  50 

Herbert,  Marshal,  property  sold 

6  45 

Davis,  Elden  W. 

24  70 
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Seavey,  Robert  D.,  estate 

23  70 

Cold  Storage  Fisheries  Co.,  over  valued  84  40 

rrrr  AA 

75  00 

Thompson,  Leonard,  heirs  of 

OA    1  A 
Si)  10 

Pinkham,  W.  E.,  heirs  of 

2  20 

Hart,  Louis  F. ,  over  value 

O  OA 
2  1\J 

Stimpson,  Herbert  L. 

O/^    A  O 

2b  48 

Benner,  Sherman 

r»i  An 

21  08 

Benner,  Weston  G. 

10  90 

Raynes,  Dalton  E. 

I  1  CCA 

II  Oil 

Majestic  Canning  Co. 

OOO  OA 

Zoo  80 

Pease,  Elmer 

1  A 

10 

Willey,  Lester  E. 

C  OA 

6  20 

Thompson,  Alvah 

12  70 

Teel,  Sumner 

O  OA 

2  20 

i eel,  waiter 

O  AA 
O  00 

Thompson,  Whitney 

O  AA 

3  00 

Stimpson,  Lawrence 

O  AA 
6  00 

Cushman,  Charles 

O  AA 

6  00 

Davis,  Clarence,  no  property 

A  OA 

ugier,  r  rea 

O  AA 

3  00 

commons,  cert  u. 

#™  OA 

6  20 

Thompson,  Clarence 

O  AA 
O  UU 

York,  Bert 

O  AA 
O  UU 

Seavy,  Fred 

A  Af\ 

4  4U 

Simmons,  H.  G. 

ETA 

50 

uavis,  ivierriii,  not  naoie 

o  UU 

1     1  A 

1  10 

l\/l  nnvAn      1^  h  O  l»l  AO 

iviunroe,  i^naries 

O  AA 

3  00 

Teel,  Iradel 

C  OA 

5  20 

Rockland  Garage  Co. 

oi  c:a 
21  OU 

Elvin,  Stone,  no  property 

10  80 

Jones,  Charles 

15  90 

Jones,  Hattie 

12  20 

Stanley,  Melissa 

14  00 

Hupper,  Montfort 

7  30 

Stimpson,  Fred 

3  00 

Stanley,  Oscar 

7  30 
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Black,  Melvin,  aged  3  00 

Balano,  Isaiah,  over  valued  1  40 

Barter,  James  V.  44  23 

Hall,  Dodge,  unable  to  pay  3  40 

Scott,  Robert  5  20 

Bryant,  H.  A.  11  60 

Hunter,  Arthur,  paid  elsewhere  15  60 

Clark,  Joseph  5  40 

Holbrook,  Ezekiel,  unable  to  pay  9  60 

Wall,  Henry,  estate,  taxed  twice  4  30 

Wall,  Howard,  taxed  twice  1  10 

Williamson,  Vina  3  00 

Sprague,  H.  E.  3  00 

Hamlin,  L.  J.  3  00 

Johnson,  John  3  00 

Nason,  W.  G.  3  00 

Davis,  James,  estate,  no  property  1  70 

Wright,  George,  no  property  4  30 

Baum,  Joseph,  estate  14  00 

Wiggin,  G.  W.,  not  liable  3  00 

Stevens,  William  3  00 

Baum,  Joseph  T.  3  00 

Marenius,  Axel  3  00 

Dalberg,  Karl  3  00 

Anderson,  Gust  3  00 

Carlson,  Axel  3  00 

Erickson,  Elmer  3  00 

Haroldson,  Knut  3  00 

Johnson,  John  3  00 

Johnson,  Henning  3  00 

Matson,  Matt  3  00 

Magunson,  Axel  3  00 

Nelson,  Carl  3  00 

Owen,  Thomas  3  00 

Radlikamere,  Arthur  3  00 

Swanson,  M.  C.  3  00 
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Swanson,  Andrew  3  00 

Williamson,  Vina,  taxed  twice  3  00 

Salberg,  Harold  3  00 

Morrison,  Axel  3  00 

Jacobson,  J.  3  00 

Chaples,  Davis  3  00 

Salmir,  Matt  3  00 

Joki,  Matt  3  00 

Johnson,  Elmer  3  00 

Richardson,  Arthur,  exempt  3  00 

Dennison,  Maurice  3  00 

Cook,  Elbridge  C.  33  10 

Ramsdall,  Gilman,  too  young  3  00 

Sprague,  H.  W.,  light  keeper  3  00 

Peterson,  C.  A.  3  03 

Rackliff,  Edward,  Sr.,  ^  tax  to  care 

for  road  12  60 

Bond,  Joseph  3  30 

Taylor,  James  6  50 

Rivers,  P.  G.,  est.,  no  property  4  30 

Long,  Lizzie  R.,  bank  stock  10  80 

Condon,  Orrin,  no  property  1  70 

Sumner,  D.  H.,  overvalue  1  10 

Smith,  Howard  3  00 

Laughlin,  J.  S.  3  00 

Laughlin,  Arthur  3  00 

Howard,  Fred  3  00 

Tabbutt,  Russell,  overvalue  2  20 

Berggren,  Rudolph  3  00 

Proccor,  Walter  3  00 

Mills,  E.  M.,  no  property  4  30 

Pratt,  Wm.,  Jr.,  overvalue  5  40 

Taylor,  Lewis  7  30 

Crouse,  Eugene  3  00 

Seaberg,  A.  L.  7  30 

Wright,  Ellis  3  00 

Ulmer,  Philip,  heirs  of  4  30 
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Shae,  Freeman,  heirs  of  9  60 

Mann,  Leland,  no  property  1  50 

Smith,  Charles,  heirs  of  8  60 

Post,  Maynard  24  50 

Elwell,  Joshua,  heirs  of  2  20 

Elwell,  Howe  7  30 

Harlow,  Harold                                -  5  20 

Thompson,  Leslie  4  30 

Meservey,  Ernest  10  40 

Snow,  Carlton  138  70 

Watts,  Robert,  heirs  2  20 

Gridley,  O.  W.,  taxed  twice  12  90 

Marshall,  Lizzie  K.,  overvalue  80 

Stone,  Mark  6  50 

Brown,  John  5  40 

Horton,  Lawrence  10  80 

Wall,  Henry,  estate  6  50 

Wall,  Howard  1  10 

Fisk,  James  D.  1  90 

Monaghan,  John,  blind  and  aged  6  40 

Post,  Frank  23  70 

Gardner,  Henry  B.  18  30 

Dukeshire,  Rosilla,  heirs  of  4  30 

Sea  Products  Co.  61  30 

Blethen,  George,  no  property  12  90 

Caven,  James  4  30 

Johnson,  Elmer  4  30 


$297  41  $1,539  72 

Bert  Clark  $  8  40 

Heirs  of  George  Cook  2  20 

Edward  Stimpson  26  90 

$37  50 


Paid  to  collector  during  closing  books. 
Examined  and  approved. 

Frank  F.  Robinson. 
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Treasurer's  Report 


FOR  THE  YEAR  ENDING  FEB.  12,  1923 

1922  Dr. 

Feb.  15  Balance  $3,073  88 

Paving  Cutters'  Union  7  00 

State  pensions  60  00 

Temporary  loan  1,000  00 

Pool  room  licenses  40  00 

State  paupers  293  55 

Tax  on  bank  stock  38  60 

Cement  bags  5  00 

John  Monaghan  for  hay  25 

Dog  licenses  107  00 

State  Highway  Dept.  1,157  19 

State  School  Dept.  3,977  55 

Port  Clyde  Imp.  Asso.  10  04 

Rockland  Garage  Co.  25  00 

Coll.  1921  tax  and  int.  228  24 

Tax  sales  redeemed  70  96 

Supt.  Town  Farm  300  48 


$10,394  74 

Coll.  for  1922  tax  and  int.  25,830  57 

Total  receipts  for  year  $36,225  31 
Cr. 

Town  orders  paid  $13,196  60 

School  orders  paid  14,692  09 

Summer  road  orders  paid  6,198  64 

Winter  road  orders  paid  2,029  16 


Total  disbursements  for  the  year 

ending  Feb.  12,  1923  36,116  49 

Balance  on  hand  Feb.  12,  1923  $108  82 

Respectfully  submitted, 

C.  H.  Leach,  Treasurer. 

Examined  and  approved. 

Frank  F.  Robinson,  Auditor. 
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Report  of  Town  Clerk 


BIRTHS 


1922 

CHILD'S  name 

father's  name 

Jan.  21 

Victor  Joseph 

Victor  Bloomberg 

25 

Gladys  Louise 

T     1          T»  T71 

John  K.  v  reeman 

reb.  11 

John  Edward 

A     J.1             T">  •    1  J 

Arthur  Richardson 

Mar.  1 

A                     T"»     1 1 

Agnes  Belle 

Forrest  L.  Davis 

2 

T  ,"1  „     A  "K*  

Lila  Alice 

T        l *      mi  ' 

Leslie  lhompson 

16 

■pit       1  ii 

Elizabeth 

TTT'l  1  •  Til 

William  Imlach 

lb 

Dorothy 

TTT'll*  Til 

William  Imlach 

April  5 

Donald  Herman 

Rudolph  Berggren 

18 

Preston  Leander 

T"»       1                 T7\  TTT'l 

Rodney  F.  Wiley 

May  24 

tt        •   i-i-  a 

Harnett  S. 

Sumner  Teel 

June  20 

fll    *     1  T"» 

Shirley  Bernice 

T71             IT         T  1 

P  rank  L.  Johnson 

22 

All* 

Alhe 

1  TT1 

Charles  Fager 

25 

T  T 

Lucy  Louise 

Sidney  F.  Munroe 

July  6 

Not  given 

Robert  Pike 

1  A 

14 

Not  given 

T71  J    TTT     J  _ 

Ernest  Wade 

15 

George  William 

Charles  Ellis 

31 

Not  given 

Arthur  L.  Cook 

Aug.  10 

Wilfred 

Matthew  Kilpernen 

Sept.  1 

Virginia  Christine 

James  R.  Kinney 

18 

Russell  Eugene 

Winfred  V.  Tabbutt 

23 

Alfred 

John  Leppanen 

27 

Richard  Leppanen 

Elmer  Kallio 

Oct.  10 

Charles  Edwin 

George  E.  Baum 

25 

William  Francis 

Willis  Alley 

31 

Leonard  Francis 

Edward  Chaples 

Nov.  27 

Helen  Rebecca 

Cyrus  A.  Hilt 

28 

Not  given 

Oscar  Stanley 

Dec.  4 

Doris  Arlene 

Walter  S.  Proctor 

20 

Janette  Laughlin 

Lewis  A.  Taylor 
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MARRIAGES 

1922 

March  10  William  Davis  of  St.  George  and  Mary  Stev- 
ens of  Rockport,  by  Guilford  B.  Butlei, 
Justice  of  the  Peace. 

May  6  Clarence  Thompson  of  St.  George  an  Beatrice 
Harvey  of  Rockland,  by  Eugene  V.  Allen, 
Minister  of  the  Gospel. 

June  5      Carl  Fager  and  Hilda  Williamson,  both  of  St. 

George,  by  Frank  Miller,  Justice  of  the 
Peace. 

June  8  Arthur  Thomas  and  Dorothy  Shuman,  both 
of  St.  George,  by  Stephen  Talbot,  Minister 
of  the  Gospel. 

August  5    Herbert  E.  Sprague  and  Marguerite  Pratt, 

both  of  St.  George,  by  Benjamin  P.  Browne, 

Minister  of  the  Gospel. 
Sept.  3      Norman  W.  Drinkwater  and  Geneva  Elwell, 

both  of  Sc.  George,  by  Charles  W.  Martin, 

Minister  of  the  Gospel. 
Sept.  15     George  E.  Baum  and  Mary  E.  Stevens,  both 

of  St.  George,  by  Gilford  B.  Butler,  Justice 

of  the  Peace. 

Sept.  30  Leland  F.  Hawkins  and  Elsie  Torrey,  both  of 
St.  George,  by  Martin  S.  Howes,  Minister 
of  the  Gospel. 

Oct.  28     Norman  Burns  Simmons  of  Friendship  and 

Doris  Ruby  Harris  of  St.  George,  by  Benj. 

P.  Browne,  Minister  of  the  Gospel. 
Nov.  18    Lawrence  Stimpson  and  Myrtie  Seavey,  both 

of  St.  George,  by  W.  P.  Strong,  Notary 

Public. 

Nov.  29     Clyson  Coffin  and  Ethel  Jones,  both  of  St. 

George,  by  Martin  S.  Howes,  Minister  of 
the  Gospel. 
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DEATHS 


1922 

NAME 

YR. 

MO. 

DAYS 

Jan.  12 

Rebecca  Hawkins 

76 

4 

23 

Fpb  16 

A  KZkJ.  J.XJ 

\JI<X1.<X  kJ.    VJCH  unci 

ox 

4 

±\.a\jilL  y  Ll  O  l  ti  V  cllo 

Q 
O 

97 

27 

Jefferson  Wheeler 

79 

4 

18 

Mar.  4 

Lucy  A.  Teel 

78 

9 

26 

6 

Agnes  Meservey 

59 

0 

0 

7 

Mary  T.  Elwell 

57 

1 

3 

8 

Elizabeth  Baum 

1 

5 

28 

10 

Lula  I.  Colbath 

28 

8 

10 

11 

Melvin  Kinney 

57 

2 

23 

25 

Cora  Ewell 

63 

2 

18 

28 

Dorothy  Imlach 

0 

0 

12 

April  17 

Jane  Davis 

78 

1 

14 

Mav  9 

Thnmaq  E  Wi'Ipv 

O  i 

K 

19 

u 

(~ipnY*0*£»    A  STYlilllpV 

ucuigc  ii.  oiiidiicj 

A 

rt 

13 

JLO 

13 

Robert  Maker 

56 

8 

22 

14 

Guy  W.  Barnes 

21 

5 

18 

18 

Leonessa  H.  Martin 

81 

4 

16 

29 

Elizabeth  R.  Long 

77 

1 

4 

29 

Damaris  Watt 

53 

0 

23 

June  17 

Gleason  C.  King 

1 

4 

7 

25 

Abbie  E.  Allen 

65 

2 

29 

29 

Daniel  Holbrook 

76 

10 

21 

30 

Jeannie  Taylor 

49 

3 

16 

July  6 

Joseph  M.  Jones 

57 

0 

25 

8 

Josiah  W.  Pierson 

73 

9 

0 

14 

Michael  Matson 

67 

0 

0 

14 

Hiram  W.  Chadwick 

42 

8 

0 

18 

Baby  Dennison 

Aug.  12 

John  Sabagon 

45 

0 

0 

26 

Joseph  M.  Thorne,  Jr. 

50 

11 

23 

28 

Susie  A.  Dwyer 

74 

9 

28 
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Oct. 

2 

Jane  Williamson 

71 

0 

2 

24 

Lillius  Grace 

83 

3 

11 

24 

Marv  J  Studlev 

82 

9 

11 

29 

Elisha  S.  Henderson 

84 

11 

11 

30 

Eunice  Elwell 

76 

2 

2 

Nov. 

4 

Elizabeth  S.  Rivers 

89 

3 

3 

7 

James  W.  Cook 

70 

2 

2 

14 

Lovina  Hilt  Hyler 

39 

11 

28 

27 

Mary  F.  Smalley 

70 

3 

26 

29 

Adaline  Barter  Watts 

71 

1 

0 

Dec. 

17 

Katherine  H.  Gilchrest 

84 

4 

1 

19 

Mary  E.  Teel 

43 

9 

3 

23 

Albion  H.  Andrews 

53 

2 

14 

31 

Margaret  Grierson 

91 

3 

13 

DOG  LICENSES 

97  dogs  at  $1  each  $97  00 

2  females  at  $5  each  10  00 

$107  00 

C.  E.  Wheeler,  Town  Clerk. 
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Department  of  Schools 


To  the  Superintending  School  Committee  and 
Citizens  of  St.  George: 

Late  in  the  summer  vacation  it  was  found  necessary 
to  secure  four  new  teachers  for  the  elementary  schools 
and  both  a  principal  and  an  assistant  for  the  High 
School. 

This  was  accomplished  with  considerable  difficulty, 
and  the  Clark  Island  School  was  not  opened  until  two 
weeks  after  the  opening  of  the  other  schools. 

The  new  teachers  have  proven  to  be  persons  of  good 
character  and  conscientious  in  their  work. 

The  progress  of  the  schools  during  the  past  year 
has  been,  on  the  whole,  very  satisfactory. 

As  a  means  of  securing  efficiency  and  of  keeping 
informed  as  to  the  progress  of  the  schools,  Plan  Books 
for  the  teachers  are  being  introduced.  Standard  tests 
and  scales  on  several  subjects  have  been  obtained  and 
will  soon  be  in  use.  These  scales  make  it  possible  to 
judge  the  work  of  the  schools  with  a  much  greater 
degree  of  accuracy  than  would  otherwise  be  possible, 
and  if  used  judiciously  bring  wonderful  results. 

It  seems  best  at  present  to  continue  the  work  of 
the  schools  with  no  radical  departure  from  the  plans 
followed  during  the  past  year.  Consolidation  made 
possible  by  conveyance  is  not  only  most  beneficial  for 
the  pupils,  but  most  economical  for  the  town.  The 
special  conveyance  makes  our  High  School  possible,  and 
retrenchment  in  this  would  be  a  cruel  blow  to  the  inter- 
ests of  the  boys  and  girls  of  the  town. 

No  particular  advance  in  the  way  of  conveyance 
seems  necessary  at  present,  but  the  citizens  of  the 
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town  should  look  forward  to  a  time  when  an  en- 
larged school  building  at  Tenant's  Harbor  and  a  sys- 
tem of  conveyance  will  bring  about  the  closing  of  the 
Willardham  and  Long  Cove  schools.  When  the  time 
comes  for  this  to  be  done,  if  the  town  meets  the  situa- 
tion in  the  right  way,  the  children  of  the  town  may 
enjoy  as  good  school  privileges  as  the  children  in  the 
cities. 

During  the  past  year  some  progress  has  been  made 
in  the  supply  of  textbooks.  Good  work  along  this  line 
had  been  done  by  the  former  superintendent,  and  in  the 
coming  year  the  schools  will  be  fairly  well  equipped  if 
the  town  continues  its  support  as  it  has  in  the  past.  In 
the  High  School  copies  of  many  of  the  English  Classics 
will  be  needed,  and  a  small  appropriation  should  be 
made  for  the  High  School  Library. 

Minor  repairs  will  be  necessary  at  several  of  the 
schoolhouses  this  year,  and  the  appropriation  for  repairs 
should  be  larger  than  that  of  last  year. 

To  comply  with  the  State  Law  on  the  improvement 
of  toilets,  work  must  be  done  at  six  of  the  schools  dur- 
ing the  next  two  years  or  before  the  first  day  of  Sep- 
tember, 1924.  At  least,  three  of  these  should  be 
attended  to  during  the  coming  summer.  Some  work 
will  be  necessary  at  all  of  the  toilets  if  the  health  of  the 
children  is  to  be  considered.  Locks  or  hooks  should  be 
placed  upon  the  doors  of  all  the  outbuildings  and  the 
walls  should  be  tight  enough  to  keep  out  the  snow. 

It  may  be  that  the  outbuildings  at  the  High  School 
may  be  utilized  if  the  plans  and  requirements  of  the 
State  Department  permit.  If  this  be  possible,  the  work 
will,  of  course,  be  less  expensive. 

Inasmuch  as  the  State  School  money  is  in  part  based 
on  the  aggregate  attendance  of  pupils,  it  is  highly  im- 
portant that  a  good  attendance  be  maintained. 

Any  unnecessary  absence  is  an  injury  to  other 
pupils,  and  the  parent  who  permits  such  absence  on  the 
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part  of  his  or  her  children,  commits  an  offence  punish- 
able by  fine  or  imprisonment.  This  law  should  be  en- 
forced, and  public  sentiment  should  support  such 
enforcement. 

The  High  School  has  been  handicapped  by  having 
new  teaching  force.  The  absence  of  any  well  outlined 
course  of  study  or  continuous  plan  of  work,  by  which 
the  pupil  might  know  what  subjects  he  would  study  in 
the  following  year,  has  made  the  planning  of  the  work 
more  difficult,  I  hope  to  make  out  a  satisfactory  course 
of  study  before  the  end  of  the  school  year. 

The  fact  that  the  High  School  pupils  come  from 
several  localities  and  have  little  opportunity  for  social 
intercourse  except  while  in  school,  is  not  conducive  to  a 
school  spirit  such  as  is  needed  to  accomplish  the  best  re- 
sults in  all  phases  of  school  life.  A  good  High  School  Im- 
provement League,  a  debating  society  or  athletic  activity 
are  means  by  which  this  might  be  gained,  and  I  earn- 
estly recommend  that  any  movement  in  these  directions 
be  supported  by  the  citizens. 

Many  of  the  pupils  enter  the  High  School  poorly 
prepared.  When  a  city  like  Rockland  requires  eight 
years  of  36  weeks  to  prepare  a  pupil  for  the  High  School 
how  can  a  St.  George  pupil  hope  to  receive  adequate 
preparation  in  eight  years  of  32  weeks.  The  standard 
of  scholarship  in  the  High  School  should  be  raised. 

Several  of  the  schools  are  in  need  of  new  maps.  In 
order  to  comply  with  the  provisions  of  the  Health  State 
Laws,  water  coolers  must  replace  the  pails  which  have 
been  used  in  the  past.  This  will  cost  from  four  to  eight 
dollars  for  each  school  and  must  be  attended  to,  as  the 
pails  can  no  longer  be  used.  These  needs  should  be 
kept  in  mind  when  the  appropriations  are  made  for 
school  supplies. 

Efforts  in  this  direction  are  being  made.  Pupils 
should  understand  that  they  must  receive  passing  rank 
in  a  prescribed  number  of  subjects  as  well  as  a  good 
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average.  Graduation  should  be  a  reward  to  the  diligent 
and  should  not  be  expected  by  those  who,  because  of 
indifference  or  laziness,  have  neglected  some  of  their 
studies. 

For  this  fiscal  year  the  town  has  received  from  the 
state  $3,977.55  from  the  several  funds.  For  the  first 
time  the  money  was  apportioned  according  to  the  pro- 
visions of  the  act  establishing  the  State  School  Fund. 
For  every  dollar  appropriated  by  the  town  the  state  has 
given  38  cents. 

The  salaries  paid  the  teachers  have  been  about  the 
same  as  those  paid  last  year.  By  an  error  in  the  con- 
tracts the  teachers  in  the  High  School  were  engaged 
for  a  year  of  34  weeks,  and  when  the  matter  was  ad- 
justed the  resulting  salaries  were  a  little  higher  than 
those  of  last  year.  This  has  been  taken  care  of  by  the 
use  of  a  portion  of  the  State  Equilization  Fund,  which 
could  be  used  for  no  other  purpose  than  the  increased 
salaries  of  the  teachers. 

The  books  of  the  school  department  are  in  agree- 
ment with  those  of  the  selectmen  and  so  I  am  present- 
ing no  financial  statement  with  this  report. 

I  wish  to  express  my  thanks  to  all  who  have  co- 
operated with  me  in  my  work,  especially  to  the  commit- 
tee and  the  selectmen. 

Respectfully  submitted, 

F.  L.  S.  Morse, 
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Town  Warrant 


Knox  ss. 

To  Wm.  J.  Hastings,  a  Constable  of  St.  George, 
in  Said  County: 

Greetings: 

In  the  name  of  the  State  of  Maine,  you  are  hereby- 
required  to  notify  and  warn  the  inhabitants  of  the  town 
of  St.  George  qualified  by  law  to  vote  in  town  affairs,  to 
assemble  in  the  schoolhouse  at  Tenants  Harbor,  in  said 
town,  on  Monday  the  (5th)  day  of  March,  A.  D.  1923, 
at  (9)  o'clock  in  the  forenoon,  to  act  on  the  following 
articles  to  wit: 

Art.  1.  To  elect  a  Moderator  to  preside  at  said 
meeting. 

Art.  2.  To  elect  a  Town  Clerk  for  the  ensuing 
year. 

Art.  3.  To  see  if  the  town  will  vote  to  accept  the 
reports  of  the  Selectmen,  Treasurer,  Town  Clerk,  Supt. 
of  Schools  and  Road  Commissioner. 

Art.  4.  To  elect  three  members  of  the  board  of 
Selectmen,  Assessors  and  Overseers  of  the  Poor,  Treas- 
urer, one  member  of  the  Schoolboard,  Road  Commis- 
sioner, Auditor,  Tax  Collector,  Fire  Wards  and  other 
necessary  town  officers,  fix  their  compensation,  and 
raise  a  sum  of  money  for  the  same. 

Art.  5.  To  see  what  sum  of  money  to  town  will 
vote  to  raise  for  the  support  of  Common  Schools. 

$5,000.00  recommended  at  appropriation  meeting. 

Art.  6.  To  see  what  sum  of  money  the  town  will 
vote  to  raise  for  free  textbooks. 

$400.00  recommended  at  appropriation  meeting. 
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Art.  7.  To  see  what  sum  of  money  the  town  will 
vote  to  raise  for  the  repair  of  school  buildings  for  the 
ensuing  year. 

$500.00  recommended  at  appropriation  meeting. 

Art.  8.  To  see  what  sum  of  money  the  town  will 
vote  to  raise  for  support  of  a  free  High  School,  for  the 
coming  year. 

$2,100.00  recommended  at  appropriation  meeting. 

Art.  9.  To  see  what  sum  of  money  the  town  will 
vote  to  raise  for  High  and  Common  School  insurance, 
apparatus  and  appliances,  for  the  coming  year. 

$200.00  recommended  at  appropriation  meeting. 

Art.  10.  To  see  what  sum  of  money  the  town  will 
vote  to  raise  for  janitor  service  in  the  High  School 
building  for  the  coming  year. 

$100.00  recommended  at  appropriation  meeting. 

Art.  11.  To  see  what  sum  of  money  the  town  will 
vote  to  raise  for  fuel  for  the  High  School  building  for 
the  coming  year. 

$100.00  recommended  at  appropriation  meeting. 

Art.  12.  To  see  what  sum  of  money  the  town  will 
vote  to  raise  for  the  conveyance  of  school  pupils  for  the 
coming  year. 

$1,600.00  recommended  at  appropriation  meeting. 

Art.  13.  To  see  what  sum  of  money  the  town  will 
vote  to  raise  for  the  repair  of  roads  and  bridges  for  the 
coming  year. 

$2,000.00  recommended  at  appropriation  meeting. 

Art.  14.  To  see  if  the  town  will  vote  to  raise  the 
sum  of  $500.00  for  repairs  and  improvement  of  the 
road  leading  from  the  corner  at  Smalley  Town  through 
Wallston  Village. 

$500.00  recommended  at  appropriation  meeting. 

Art.  15.  To  see  if  the  town  will  vote  to  raise  the 
sum  of  $150.00  to  continue  the  permanent  road,  partly 
constructed  last  year,  between  Long  Cove  P.  O.  and 
Booth  Bros.'  property. 

$150  recommended  at  appropriation  meeting. 
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Art.  16.  To  see  if  the  town  will  vote  to  raise  the 
sum  of  $200.00  for  the  repairs  of  roads,  beginning  at  the 
church  at  Tenants  Harbor  and  leading  to  Wallston 
Village. 

The  amount  asked  for  recommended. 

Art.  17.  To  see  if  the  town  will  vote  to  raise  the 
sum  of  6300.00  to  be  expended  for  repairs  of  a  perma- 
nent nature  on  the  highway  leading  from  Hiram  Jones 
corner  to  the  Clark  Island  turn,  so-called. 

The  amount  asked  for  recommended. 

Art.  18.  To  see  if  the  town  will  vote  to  raise  the 
sum  of  $500.00  for  a  permanent  road  in  District  10,  be- 
ginning at  a  point  going  north  from  work  completed  in 
1922. 

The  amount  asked  for  recommended. 

Art.  19.  To  see  if  the  town  will  vote  to  raise  the 
sum  of  $150.00  to  repair  road  on  Sea  street,  beginning 
at  the  bottom  of  the  hill,  opposite  L.  R.  A.  Whitehouse 
property  and  continuing  up  the  hill  to  Albert  Jacobson's 
well,  a  distance  of  275  feet  or  thereabout. 

The  amount  asked  for  recommended. 

Art.  20.  To  see  if  the  town  will  vote  to  appropriate 
and  raise  the  sum  of  $500.00  for  permanent  sidewalk  at 
.  Port  Clyde  and  how  said  money  shall  be  expended. 

The  amount  asked  for  recommended. 

Art.  21.  To  see  what  action  the  town  will  take  to 
put  the  road  leading  from  Fogarty's  Corner  through 
harbor  woods  to  Tenants  Harbor,  in  passable  condition. 

Art.  22.  To  see  if  the  town  will  raise  the  sum  of 
$500.00  for  permanent  sidewalk  in  Tenants  Harbor.  The 
same  to  be  expended  by  the  Village  Improvement  So- 
ciety. 

$500.00  recommended  at  appropriation  meeting. 

Art.  23.  To  see  if  the  town  will  vote  to  raise  the 
sum  of  $400.00  for  repairs  on  road  from  Robert  Maker's 
corner  to  S.  Thomaston  line,  via  Barnes  district. 

Amount  asked  for  recommended. 
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Art.  24.  To  see  if  the  town  will  vote  to  restore  the 
rock  drain  that  formerly  ran  from  the  highway  across 
the  homestead  land  of  the  late  Clara  Gardner,  at  Martins- 
ville, which  was  destroyed  in  1916,  by  the  selectmen  of 
said  town,  when  the  state  road  was  built.  Said  restor- 
ation to  be  in  accordance  with  the  original  agreement 
made  by  the  selectmen  of  that  year  with  said  Clara 
Gardner. 

Art.  25.  To  see  if  the  town  will  vote  to  maintain  a 
school  at  White  Head  the  coming  year. 

Art.  26.  To  see  if  the  town  will  authorize  the  select- 
men to  make  temporary  loans. 

Art.  27.  To  see  what  action  the  town  will  take  as 
to  paying  the  quarantine  bill  of  Alex.  Johnson,  furnished 
by.  H.  F.  Kalloch  Co. 

Art.  28.  To  see  what  action  the  town  will  take  as 
to  moving  building  of  Calvin  Simmons.  Building  to  be 
moved  as  per  order  of  the  Highway  Commission. 

Art.  29.  To  see  what  sum  of  money  the  town  will 
vote  to  raise  to  clear  the  roads  of  snow. 

$800.00  recommended  at  appropriation  meeting. 

Art.  30.  To  see  if  the  town  will  vote  to  raise  the 
sum  of  $50.00  for  early  work  on  state  highway. 

Amount  asked  for  recommended. 

Art.  31.  To  see  if  the  town  will  vote  Yes  or  No 
on  the  question  of  the  appropriation  of  money  necessary 
to  entitle  the  town  to  state  aid,  as  outlined  in  Sec.  19, 
Chap.  25,  of  the  Public  Laws  of  the  Revised  Statutes  of 
1916. 

Art.  32.  To  see  if  the  town  will  appropriate  and 
raise  the  sum  of  1533.00  for  improving  the  section  of 
state  aid  road  as  outlined  in  the  report  of  the  State 
Highway  Commission  in  addition  to  the  amount  regular- 
ly raised  for  the  care  of  ways,  highways  and  bridges,  the 
above  amount  being  the  maximum  to  which  the  town  is 
allowed  to  raise  under  provision  in  Sec.  18,  Chap.  25,  of 
the  Revised  Statutes  of  1916. 

Art.  33.  To  see  if  the  town  will  vote  to  raise  the 
sum  of  $666.00  for  the  maintenance  of  state  highway. 
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Art.  34.  To  see  if  the  town  will  vote  to  accept  the 
recommendation  of  the  selectmen  to  the  State  Highway 
Commission  to  expend  joint  fund  beginning  where  work 
of  last  year  closed  in  Port  Clyde  Village  and  to  extend 
northerly. 

Art.  35.  To  see  what  sum  of  money  the  town  will 
vote  to  raise  for  miscellaneous  bills  and  officers  salaries. 

$2500.00  recommended  at  appropriation  meeting. 

Art.  36.  To  see  what  sum  of  money  the  town  will 
vote  to  raise  for  the  support  of  poor. 

$1500.00  recommended  at  appropriation  meeting. 

Art.  37.  To  see  if  the  town  will  vote  to  raise  the 
sum  of  $1,000.00  to  pay  road  bond  for  the  coming  year. 

Art.  38.  To  see  if  the  town  will  vote  to  raise  the 
sum  of  $480. 00,  to  pay  interest  on  town  bond  for  the 
coming  ye  ar. 

Art.  39.  To  see  if  the  town  will  vote  to  fix  a  date 
when  taxes  are  due  and  payable,  and  charge  interest 
after  that  date. 

Art.  40.  To  see  what  commission  the  town  will 
vote  to  pay  for  collecting  taxes  for  the  ensuing  year. 

Art.  41.  To  see  what  sum  of  money  the  town  will 
vote  to  pay  on  roads  for  labor,  trucks  and  teams  per 
day. 

Left  in  the  hands  of  the  road  commissioner. 

Art.  42.  To  see  what  sum  of  money  the  town  will 
vote  to  raise  to  take  away  the  stone  wall  from  J.  C. 
Robinson's  estate  to  gravel  pit,  near  Maynard  Kinney's 
home. 

Art.  43.  To  transact  any  other  business  that  may 
legally  come  before  said  meeting. 

Given  under  our  hands  this  19th  day  of  Feb.,  1923. 

Fred  T.  Smalley,    ]  Selectmen 
James  A.  Wheeler,  >  of 
Frank  H.  Pierson,  J  St.  George 

The  selectmen  will  be  in  session  at  town  office  Sat- 
urday, March  3. 
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